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TOUCH 

RUGGED 

DURABLE 

CONFIDENT 

AUTHENTIC 



INNOVATIVE 

TENACIOUS 


For over 130 years, Wolverine is the brand 
that uniquely binds American ingenuity 
and craftsmanship. Born of work, we make 
every product as enduring and tenacious 
as the people who wear them. Today, 
Wolverine offers a full line of boots, shoes, 
apparel and accessories with comfort built 
into each product. 
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WOLVERINE PERFORMANCE. 

Choose your gear wisely. Count on the technology of Wolverine 
boots, shoes, apparel, and gear from head to toe. Wolverine is built 
for the toughest jobs, the longest days and the harshest conditions. 

The Wolverine heritage of comfort, quality, and durability is present in 
every product that bears the Wolverine name. 

RELENTLESS BY NATURE. 


CARE FOR WOLVERINE 
BOOTS AND SHOES. 

Our premium quality full-grain leather uppers may have natural 
markings or imperfections; these add to the boots’ rugged appeal 
and in no way affect their durability or performance. 

CARE INSTRUCTIONS: Little is required. Clean with a damp cloth 
using a solution of water and mild soap. Use a stiff brush for sueded 
leathers. Dry away from direct heat. Apply the following products to 
ensure a long life and maintain the suppleness of leather. 

SMOOTH LEATHER: Apply Wolverine® Boot Dressing or Wolverine® 
Silicone Spray for water repellency. 

SUEDE LEATHER: Use the Wolverine® Boot Brush to remove dirt 
and stains. 
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WOLVEMNEv 

PREMIUM FOOTWEAR TECIWOlOaES 


PERFORMANCE 


WOLVERINE 

DURA SHOCKS 8 

COMFORT lECHNOLOGY 

The new Wolverine DuraShocks is a fully integrated 
Energy Return System adding comfort into every 
step. Engineered for performance. Built to last. 
Wolverine DuraShocks. 


ANTI-FATIGUE 



ANTI-FATIGUE 


Tapping into your energy potential is as simple 
as lacing up a pair of Wolverine work boots. By 
bringing comfort closer to the foot, new EPX 
technology conserves and returns energy to fight 
fatigue. 


FLEXIBILITY 


CONTOUR WELT 

ENGINEERED FOR FLEXIBILITY 


Designed to move with you in your environment, 
Wolverine Contour Welt® provides the flexibility and 
comfort of an athletic shoe with the support and 
durability of a work boot. 


TARGETED CUSHIONING 
AND FLEXIBILITY 

A unique cushioning design optimizes 
comfort with cushioning in the heel 
and flexibility through the step 



EFFORT-MAXIMIZING 
ENERGY RETURN SYSTEM 

Wolverine H-Plate™ suspension system 
stabilizes your foot while creating four 
independently responsive quadrants 
to harness the energy of your step and 
propel you forward 


INNOVATIVE OUTSOLE DESIGN 

New outsole design works 
seamlessly with the groundbreaking 
Wolverine H-Plate™ for maximum 
energy return in every step 



HIGH DENSITY BASE LAYER 

distributes weight evenly 
and enhances stability 



HONEYCOMB HEEL 

expands to absorb 
impact with each step 


LOW DENSITY 
EVA FOAM 

cushions from 
heel to toe 


RIBBED SPINE 

designed with a ribbed spine 
for flexibility 


WOLVERINE ARMORTEK™ 

Abrasion-resistant texture for 
heavy-duty demands prevents wear 
and tear, especially on toe - 



CONTOUR WELT 

Revolutionary welt design allows the 
boot to bend and flex at essential 
points for maximum performance 
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* ENGINEERED FOR FLEXIBILITY 


BUILT-IN MOTIONMAX 









OVERPASS NEW ^ 

WOLVERINE CONTOURWELT 



Summer Brown 

W10717 Composite-Toe NEW 
W10720 Soft-Toe NEW 


CDNTDURWELT 



CARBONMAXG 



waterproofI 

PLUS cA 


• Upper: Premium Waterproof Leather with Abrasion 
Resistant Toe 

• Lining: Breathable Waterproof Membrane with Moisture 
Wicking Mesh 

• Footbed: Removable OrthoLite® Cushioning 

• Midsole: Advanced Comfort PU 

• Outsole: Dual Compound Rubber and PU 

• Wolverine ContourWelt® Construction 

• Nylon Shank 

• ASTM F2413-11 M 1/75 C/75 EH 

M 7-12,13,14; EW 7-12,13 



OUTSOLE 

RESISTANCE 


El OIL 
El WATER 
El ABRASION 
El CHEMICAL 
El SLIP 





Black 

W10710 Composite-Toe NEW 


Summer Brown 

W10711 Composite-Toe NEW 
W10713 Soft-Toe NEW 


Black 

W10716 Composite-Toe NEW 



Dark Coffee 

W10708 Composite-Toe NEW 
W10709 Soft-Toe NEW 


OVERPASS INS NEW ^ 

WOLVERINE CONTOUR WELf 




Dark Coffee 

W10721 Soft-Toe NEW 
W10718 Composite-Toe NEW 


CDNTDURWELT 

ENGINEERED FOR FLEXIBILITY 



CARBONMAXG 



waterproofI 

plus 


ThinsulateVltra 

INSULATION 


• Upper: Premium Waterproof Leather with Abrasion 
Resistant Toe 

• Lining: Breathable Waterproof Membrane with Moisture 
Wicking Mesh 

• Footbed: Removable OrthoLite® Cushioning 

• Midsole: Advanced Comfort PU 

• Outsole: Dual Compound Rubber and PU 

• Wolverine ContourWelt® Construction 

• Nylon Shank 

• 400g Thinsulate™ Ultra 
•ASTM F2413-11 M 1/75 C/75 EH 
M 7-12,13,14; EW 7-12,13 



OUTSOLE 

RESISTANCE 


El OIL 
El WATER 
M ABRASION 
El CHEMICAL 
El SLIP 




Dark Coffee 

W10715 Soft-Toe NEW 
W10712 Composite-Toe NEW 


^ MAP pricing 
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□ 
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VORTEX WORK BOA NEW - 


WOLVERINE EPX™ ANTI-FATIGUE 

OSI El El 



Black/Grey/Orange 

W10735 Composite-Toe NEW 



ANTI-FATIGUE 


CARBONMAXG 



waterproofI 

PLUS 


3M 

ThinsulateUUra 

INSULATION 

extreme performance for footwear 

#• 


• Upper: Premium Waterproof Leather with Molded TPU 
Shell 

• Lining: Breathable Waterproof Membrane with Moisture 
Wicking Mesh 

• Footbed: Removable Dual-Density PU EPX™ 

Anti-Fatigue 

• Midsole: Ultra-Light Compression Molded EVA 

• Outsole: Vibram® Arctic Grip 

• Cement Construction 

• Nylon Shank 

• 600g Thinsulate™ Ultra 



• ASTM F2413-11 M 1/75 C/75 EH OUTSOLE 

M 7-12,13,14; EW 7-12,13 RESISTANCE 


El OIL 
El WATER 
El ABRASION 
El CHEMICAL 
El SLIP 


VORTEX WORK NEW 

WOLVERINE EPX” ANTI-FATIGUE 



Brown/Black 

W10734 Composite-Toe NEW 



ANTI-FATIGUE 


CARBONMAXG 



3M 

ThinsulateVltm 

INSULATION 

extreme performance for footwear 


• Upper: Premium Waterproof Leather with Molded TPU 
Shell 

• Lining: Breathable Waterproof Membrane with Moisture 
Wicking Mesh 

• Footbed: Removable Dual-Density PU EPX™ 

Anti-Fatigue 

• Midsole: Ultra-Light Compression Molded EVA 

• Outsole: Vibram® Arctic Grip 

• Cement Construction 

• Nylon Shank 

• W10733:200g Thinsulate™ 

• W1073:600g Thinsulate™ Ultra 
•ASTM F2413-11 M 1/75 C/75 EH 



OUTSOLE 

RESISTANCE 


M 7-12,13,14; EW 7-12,13 


El OIL 
El WATER 
El ABRASION 
El CHEMICAL 
El SLIP 



Dk Brown 

W10733 Composite-Toe NEW 


O MAP pricing WOLVERINE.COM 11 
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GRAVITY NEW ^ 

WOLVERINE EPX” ANTI-FATIGUE 



Black 

W10727 Composite-Toe NEW 



ANTI-FATIGUE 


CARBONMAXG 



waterproofI 

PLUS cA 


• Upper: Premium Waterproof Leather 

• Lining: Breathable Waterproof Membrane with Moisture 
Wicking Mesh 

• Footbed: Removable Dual-Density PU EPX™ 

Anti-Fatigue 

• Midsole: High Performance Injected EVA 

• Outsole: Rubber Lug 

• Cement Construction 

• Nylon Shank 

• ASTM F2413-11 Ml/75 C/75 EH 

M 7-12,13,14; EW 7-12,13 



OUTSOLE 

RESISTANCE 


IEI OIL 
M WATER 
IEI ABRASION 
E CHEMICAL 
M SLIP 


to 



Tan Brown 

W10728 Composite-Toe NEW W10729 Composite-Toe NEW 


BLAZE WORK NEW ^ 

WOLVERINE EPX” ANTI-FATIGUE 



10” Black 

W10737 Composite-Toe NEW 



ANTI-FATIGUE 


CARBON MAX<? 



WATERPROOF 


• Upper: Durable 4mm Neoprene/Rubber 

• Lining: Lycra 

• Footbed: Removable Dual-Density PU EPX™ 
Anti-Fatigue 

• Midsole: Ultra-Light Compression Molded EVA 

• Outsole: TPU Lug 

• Cement Construction 

• Nylon Shank 

• Adjustable Closure 

• Large Heel Cleat for Easy Boot Removal 
•ASTM F2413-11 Ml/75 C/75 EH 

M 7-14 



14” Black 

W10736 Composite-Toe NEW 



OUTSOLE 

RESISTANCE 

m oil 

El WATER 
El ABRASION 
El SLIP 


MAP pricing 
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MEN’S WORK F17 















CREATES STABILITY 
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MAULER LX NEW ^ 

WOLVERINE DURFOAM 



Black 

W10722 Composite-Toe NEW 


CARBONMAXO 



waterproofI 

PLUS 


• Upper: Premium Waterproof Leather 

• Lining: Breathable Waterproof Membrane with Moisture 
Wicking Mesh 

• Footbed: Removable Full-Cushioned 

• Midsole: DuraFom High-Rebound Compression Molded 
EVA 

• Outsole: Rubber 

• Cement Construction 

• Nylon Shank 

• ASTM F2413-11 Ml/75 C/75 EH 

M 7-12,13,14; EW 7-12,13 



OUTSOLE 

RESISTANCE 


IEI OIL 
M WATER 
El ABRASION 
El CHEMICAL 
El SLIP 




Olive Brown 

W10723 Composite-Toe NEW W10724 Composite-Toe NEW 


MAULER HIKER NEW ^ 

WOLVERINE DURFOAM 





Black 

W10725 Composite-Toe NEW 



waterproofI 

plus 


• Upper: Premium Waterproof Leather 

• Lining: Breathable Waterproof Membrane with Moisture 
Wicking Mesh 

• Footbed: Removable Full-Cushioned 

• Midsole: DuraFom High-Rebound Compression Molded 
EVA 

• Outsole: Rubber 

• Cement Construction 

• Nylon Shank 

•ASTM F2413-11 Ml/75 C/75 EH 

M 7-12,13,14; EW 7-12,13 



OUTSOLE 

RESISTANCE 


El OIL 
El WATER 
El ABRASION 
El CHEMICAL 
El SLIP 



Tan 

W10726 Composite-Toe NEW 


O MAP pricing WOLVERINE.COM 15 
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MEN’S WORK F17 
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NATION MET GUARD NEW O 

WOLVERINE DURASHOCKS® 




6” DK Brown 

W10732 Composite-Toe NEW 


WOLVERINE 



• Upper: Premium Leather 

• Lining: Moisture Wicking Mesh 

• Footbed: Removable OrthoLite® Cushioning 

• Midsole: Advanced Comfort PU 

• Outsole: Wolverine DuraShocks® Rubber Lug 

• Goodyear™ Welt Construction 

• Nylon Shank 

• Internal Metatarsal Guard 

• ASTM F2413-11 M 1/75 C/75 Mt/75 EH 
M 7-12,13,14; EW 7-12,13 



OUTSOLE 

RESISTANCE 


El OIL 
El WATER 
El ABRASION 
El CHEMICAL 
El HEAT 
El SLIP 





MAP pricing 
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MEN’S WORK F17 











MEN’S WORK F17 



JETSTREAM MID NEW ^ 

CARBON MAX' SAFETY TOE ATHLETIC 




Navy 

W10745 Composite-Toe NEW 


CARBONMAXG • Upper: Mesh and TPU 

• Lining: Moisture Wicking Mesh 
security Friendly • Footbed: Memory Foam 

NON-METALUC FOOTWEAR 

• Midsole: High Performance Rubber EVA Blend 

• Outsole: Slip resistant rubber pads 

• Cement Construction 

• Nylon Shank 
•Weight: 13.2oz 

• ASTM F2413-11 M 1/75 C/75 EH 

M 7-12,13,14; EW 7-12,13 



OUTSOLE 

RESISTANCE 

El OIL 
M WATER 
M ABRASION 
El SLIP 



Black/Grey Charcoal/Orange 

W10747 Composite-Toe NEW W10748 Composite-Toe NEW 


JETSTREAM ^ 

CARBON MAX' SAFETYTOE ATHLETIC 



Charcoal/Orange 

W10751 Composite-Toe NEW 


CARBONMAXG • Upper: Mesh and TPU 

• Lining: Moisture Wicking Mesh 
security Friendly • Footbed: Memory Foam 

MONOMETALLIC FOOTWEAR 

• Midsole: High Performance Rubber EVA Blend 

• Outsole: Slip resistant rubber pads 

• Cement Construction 

• Nylon Shank 

• Weight: 10.7oz 

•ASTM F2413-11 M 1/75 C/75 EH 

M 7-12,13,14; EW 7-12,13 



OUTSOLE 

RESISTANCE 

El OIL 
El WATER 
El ABRASION 
El SLIP 



Black 

W10750 Composite-Toe NEW 



Navy 

W10749 Composite-Toe NEW 



Black/Grey 

W10674 Composite-Toe 



W10675 Composite-Toe W10676 Composite-Toe W10692 Composite-Toe 
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□ 


LOADER NEW Q 

WORK WEDGE 




6” Brown 

W10744 Soft-Toe NEW 
W10742 Steel-Toe NEW 



8” Brown 10” Brown 

W10743 Soft-Toe NEW W10740 Steel-Toe NEW 

W10741 NEW 


• Upper: Premium Leather 

• Lining: Unlined with Padded Collar 

• Footbed: Removable Full-Cushioned 

• Outsole: Polyurethane Wedge Outsole 

• Goodyear™ Welt Construction 

• Steel Shank 

• ASTM F2413-11 Ml/75 C/75 EH 

M 7-12,13,14; EW 7-12,13 



OUTSOLE 

RESISTANCE 

IEI OIL 
M WATER 
El ABRASION 
El SLIP 


QUEST FX NEW O 

PUNCTURE-RESISTANT SAFETYTOE 



Brown 

W10759 Composite-Toe NEW 




PUNCTURE 

RESISTANT 


• Upper: Premium Waterproof Leather and High Denier 
Waterproof Nylon 

• Lining: Breathable Waterproof Membrane with Moisture 
Wicking Mesh 

• Footbed: Removable Full-Cushioned Molded EVA 

• Midsole: Ultra-Light Compression Molded EVA 

• Outsole: Vibram® Rubber Lug 

• Cement Construction 

• Nylon Shank 

• Puncture Resistant Insole Shield 
•ASTM F2413-11 M 1/75 C/75 EH PR 

M 7-12,13,14; EW 7-12,13 



OUTSOLE 

RESISTANCE 


El OIL 
H WATER 
El ABRASION 
El SLIP 


Grey 

W10758 Composite-Toe NEW 


O MAP pricing WOLVERINE.COM 19 
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MEN’S WORK F17 



RANCHER WPF NEW ^ 

WATERPROOF SQUARE-TOE WELLINGTON 




Black/Brown 

W10765 Steel-Toe NEW 



• Upper: Premium Waterproof Full-Grain Leather 

• Lining: Breathable Waterproof Membrane with Moisture 
Wicking Mesh 

• Footbed: Full Cushioned Molded EVA 

• Outsole: Dual Density Rubber and Compression Molded 
EVA 

• Cement Construction 

• Steel Shank 

• ASTM F2413-11 M 1/75 C/75 

M 7-12,13,14; EW 7-12,13 



OUTSOLE 

RESISTANCE 

El OIL 
El WATER 
El ABRASION 
El SLIP 



Dk Brown/Brown 

W10763 Steel-Toe NEW 
W10766 Soft-Toe NEW 



Rust/Brown 

W10764 Steel-Toe NEW 
W10767 Soft-Toe NEW 



Dk Brown/Rust 

W10702 Steel-Toe Non Waterproof 
W10704 Soft-Toe Non Waterproof 


FLOORHAND O 

WATERPROOF 6” BOOT 





FERPRO 


• Upper: Waterproof Full-Grain Leather and Heavy Duty 
Canvas 

• Lining: Breathable Waterproof Membrane with Moisture 
Wicking Mesh 

• Footbed: Removable Full-Cushioned 

• Midsole: Rubber 




Olive 

W10760 Soft-Toe NEW 


• Outsole: Rubber Lug 

• Cement Construction 

• Nylon Shank 

M 7-12,13,14; EW 7-12,13 



OUTSOLE 

RESISTANCE 

El OIL 
El WATER 
El ABRASION 
El SLIP 





6” WHEAT 6” Dk Brown 

W10632 Steel-Toe W10633 Steel-Toe BEST SELLER 

W10643 Soft-Toe 


6” Black 

W10691 Soft-Toe 


10” Dk Brown 

W10680 Steel-Toe 
W10682 Soft-Toe 




Sand 

W10762 Soft-Toe NEW 
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Jutdoor Ec 

















MEN’S OUTDOOR F17 



WOLVERINE HUNTER NEW O 

WOLVERINE EPX” ANTI-FATIGUE 



Brown/Mossy Oak 

W20490 Insulated NEW 



waterproofI 

PLUS cA 


3M 

ThinsulateU/tra 

INSULATION 

extreme performance for footwear 


• Upper: Premium Waterproof Leather 

• Lining: Breathable Waterproof Membrane with Moisture 
Wicking Mesh 

• Footbed: Removable Dual-Density PU EPX™ 

Anti-Fatigue 

• Midsole: Ultra-Light Compression Molded EVA 

• Outsole: Rubber Lug 

• Goodyear™ Welt Construction 

• Nylon Shank 

• W20490:400g Thinsulate™ Ultra 

M 7-12,13,14; EW 7-12,13 



Brown/Mossy Oak 

W20499 Non Insulated NEW 


VORTEX HUNT BOA NEW 

WOLVERINE EPX” ANTI-FATIGUE 



Brown/True Timber 

W20489 Soft-Toe NEW 


ARCTIC 

GRIK 



WATERPROOF^ 

PLUS 


3M 

ThinsulateU/tra 

INSULATION 

extreme performance for footwear 



• Upper: Premium Waterproof Leather with Molded TPU 
Shell 

• Lining: Breathable Waterproof Membrane with Moisture 
Wicking Mesh 

• Footbed: Removable Dual-Density PU EPX™ 

Anti-Fatigue 

• Midsole: Ultra-Light Compression Molded EVA 

• Outsole: Vibram® Arctic Grip 

• Cement Construction 

• Nylon Shank 

• W20489: 600g Thinsulate™ Ultra 

M 7-12,13,14; EW 7-12,13 
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VORTEX HUNT NEW ^ 

WOLVERINE EPX” ANTI-FATIGUE 



Brown 

W20488 Soft-Toe NEW 



waterproofI 

PLUS 


3M 

ThinsulateWnp 

INSULATION 

extreme performance for footwear 


• Upper: Premium Waterproof Leather with Molded TPU 
Shell 

• Lining: Breathable Waterproof Membrane with Moisture 
Wicking Mesh 

• Footbed: Removable Dual-Density PU EPX™ 

Anti-Fatigue 

• Midsole: Ultra-Light Compression Molded EVA 

• Outsole: Vibram® Arctic Grip 

• Cement Construction 

• Nylon Shank 

• W20487: 200g Thinsulate™ 

• W20488: 600g Thinsulate™ Ultra 

M 7-12,13,14; EW 7-12,13 




Brown 

W20487 Soft-Toe NEW 


BROADHEAD NEW ^ 

WOLVERINE EPX” ANTI-FATIGUE 



• Upper: Premium Waterproof Leather and 900 Denier 
Polyester 

• Lining: Breathable Waterproof Membrane with Moisture 
Wicking Mesh treated with NXT scent eliminating 
technology 

• Footbed: Removable Dual-Density PU EPX™ 

Anti-Fatigue 

• Midsole: Ultra-Light Compression Molded EVA 

• Outsole: Agressive Rubber Lug 

• Cement Construction 

• Nylon Shank 

• W20492:400g Thinsulate™ Ultra 

• W20491: 600g Thinsulate™ Ultra 
•W20493: 800g Thinsulate™ Ultra 

M 7-12,13,14; EW 7-12,13 



Brown/Real Tree 

W20492 Soft-Toe NEW 





Brown Brown/Mossy Oak 

W20493 Soft-Toe NEW W20491 Soft-Toe NEW 


MAP pricing 
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MEN’S OUTDOOR F17 



GRAVITY NEW ^ 

WOLVERINE EPX” ANTI-FATIGUE 



Brown/Mossy Oak High 

W20500 Soft-Toe NEW 



waterproofI 

PLUS cA 


3M 

ThinsulateU/tra 

INSULATION 

extreme performance for footwear 


• Upper: Premium Waterproof Leather and 900 Denier 
Polyester 

• Lining: Breathable Waterproof Membrane with Moisture 
Wicking Mesh 

• Footbed: Removable Dual-Density PU EPX™ 

Anti-Fatigue 

• Midsole: High-Rebound Compression Molded EVA 

• Outsole: Rubber Lug 

• Cement Construction 

• Nylon Shank 

• W20500: 600g Thinsulate™ Ultra 

• W20480 & W20498:400g Thinsulate Ultra 

M 7-12,13,14; EW 7-12,13 



Brown/Mossy Oak Mid Brown/Mossy Oak 

W20480 Soft-Toe NEW W20498 Soft-Toe NEW 


BLAZE NEW ^ 

WOLVERINE EPX” ANTI-FATIGUE 



14” Real Tree Xtra 

W20483 Soft-Toe NEW 



10” RealTree Xtra 

W20484 Soft-Toe NEW 
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• Upper: Durable 4mm Neoprene/Rubber 

• Lining: Lycra 

• Footbed: Removable Dual-Density PU EPX™ 
Anti-Fatigue 

• Midsole: Ultra-Light Compression Molded EVA 

• Outsole: TPU Lug 

• Cement Construction 

• Nylon Shank 
•Adjustable Closure 

• Large Heel Cleat for Easy Boot Removal 

M 7-14 




MAP pricing 
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ROCKET NEW ^ 

WATERPROOF BOOT 



Natural/Mossy Oak Mid 

W20495 Non Insulated Soft-Toe NEW 


waterproofI 

PLUS 


3M 

ThinsulateUltra 

INSULATION 

extreme performance for footwear 


• Upper: Premium Waterproof Leather and 900 Denier 
Polyester 

• Lining: Breathable Waterproof Membrane with Moisture 
Wicking Mesh 

• Footbed: Removable Dual-Density PU 

• Midsole: Ultra-Light Compression Molded EVA with 
deer detering color block design 

• Outsole: Slip resistant rubber pads 

• Cement Construction 

• Nylon Shank 

• W20494: 600g Thinsulate™ Ultra 

M 7-12,13,14; EW 7-12,13 




Natural/Mossy Oak High 

W20494 Insulated Soft-Toe NEW 


MAP pricing 


WOLVERINE.COM 27 


p 


79726 WBS Work Outdoor Fall 17 Catalog v8.indd 27 


10/19/1 1 


MEN’S OUTDOOR F17 















WOMEN’S WORK F17 



JETSTREAM O 

CARBONMAX* SAFETY TOE ATHLETIC 


CARBONMAXO 


Security Friendly 

N0N-METAl1|(TF01)TWEAR 



• Upper: Mesh and TPU 

• Lining: Moisture Wicking Mesh 

• Footbed: Memory Foam 

• Midsole: High Performance Rubber EVA Blend 

• Outsole: Rubber Lug 

• Cement Construction 

• Nylon Shank 
•Weight: 10.5oz 

• ASTM F2413-11 FI/75 C/75 EH 

M 5-10,11; W 5-10 



Grey/Blue 

W10753 Composite-Toe NEW 


OUTSOLE 

RESISTANCE 

El OIL 
El WATER 
El ABRASION 
E SLIP 



Pink/Mint 

W10754 Composite-Toe NEW 



Black 

W10756 Composite-Toe NEW 



Black/Grey 

W10677 Composite-Toe 




Grey/Pink 

W10678 Composite-Toe 


Orange/Purple 

W10693 Composite-Toe 


BLAZE WORK NEW ^ 

WOLVERINE EPX” ANTI-FATIGUE 


3V| frui [m‘| 



ANTI-FATIGUE 

CARBONMAXO 



im 


WATE 


lit* 


• Upper: Durable 4mm Neoprene/Rubber 

• Lining: Lycra 

• Footbed: Removable Dual-Density PU EPX™ 
Anti-Fatigue 

• Midsole: Ultra-Light Compression Molded EVA 

• Outsole: TPU Lug 

• Cement Construction 

• Nylon Shank 
•Adjustable Closure 

• Large Heel Cleat for Easy Boot Removal 
•ASTM F2413-11 FI/75 C/75 EH 

M 7-11 



10” Black 

W10739 Composite-Toe NEW 


OUTSOLE 

RESISTANCE 

El OIL 
El WATER 
El ABRASION 
El SLIP 


1 



14” Black 

W10738 Composite-Toe NEW 
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WOMEN’S OUTDOOR F17 



BLAZE NEW ^ 

WOLVERINE EPX” ANTI-FATIGUE 


ANTI-FATIGUE 




m 


\ ^0 

WATERPRO 


ROOF 


• Upper: Durable 4mm Neoprene/Rubber 

• Lining: Lycra 

• Footbed: Removable Dual-Density PU EPX™ 
Anti-Fatigue 

• Midsole: Ultra-Light Compression Molded EVA 

• Outsole: TPU Lug 

• Cement Construction 

• Nylon Shank 
•Adjustable Closure 

• Large Heel Cleat for Easy Boot Removal 

M 7-11 



10” RealTree Xtra 

W20486 Soft-Toe NEW 



14” RealTree Xtra 

W20485 Soft-Toe NEW 


ROCKET NEW 

WATERPROOF BOOT 


WATERPROOFi 

PLUS 


ThinsulateVllra 



• Upper: Premium Waterproof Leather and 900 Denier 
Polyester 

• Lining: Breathable Waterproof Membrane with Moisture 
Wicking Mesh 

• Footbed: Removable Dual-Density PU 

• Midsole: Ultra-Light Compression Molded EVA 

• Outsole: Rubber Lug 

• Cement Construction 

• Nylon Shank 

• W20496: 600g Thinsulate™ Ultra 

M 5-10,11; W 5-10 



6” Natural/Mossy Oak 

W20497 Non Insulated Soft-Toe NEW 



8” Natural/Mossy Oak 

W20496 Insulated Soft-Toe NEW 
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□ 


GRAVITY NEW ^ 

WOLVERINE EPX” ANTI-FATIGUE 



Brown/Mossy Oak Mid 

W20482 Soft-Toe NEW 



waterproofI 

PLUS cA 


3M 

ThinsulateU/tra 

INSULATION 

extreme performance for footwear 


• Upper: Premium Waterproof Leather and 900 Denier 
Polyester 

• Lining: Breathable Waterproof Membrane with Moisture 
Wicking Mesh 

• Footbed: Removable Dual-Density PU EPX™ 

Anti-Fatigue 

• Midsole: High Performance Injected EVA 

• Outsole: Rubber Lug 

• Cement Construction 

• Nylon Shank 

• W20481: 600g Thinsulate™ Ultra 

• W20482:400g Thinsulate™ Ultra 

M 5-10,11; W 5-10 




Brown/Mossy Oak High 

W20481 Soft-toe NEW 
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WOMEN’S OUTDOOR F17 































TACOMA O 

WOLVERINE DURASHOCKS® HIKER 



6” Brown 

W03779 Steel-Toe 


MADE IN USA 



WOLVERINE 

DURA SHOCKS ' 

COMFORT TECHNOLOGY 



• Waterproof Full-Grain leather upper 

• Made in the U.S.A. with Globally Sourced Materials 

• Moisture Managing Mesh lining 

• Removable full-cushion dual-density footbed 
•Advanced Comfort PU midsole 

• Wolverine Durashocks® Vibram® Rubber Lug outsole 

• Fiberglass shank 

• Direct-Attach construction 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 
M 7-12,13,14; W 7-12,13 

At-Once 

WB5769 



OUTSOLE 

RESISTANCE 

E OIL 
E WATER 
E ABRASION 
E CHEMICAL 
E HEAT 
E SLIP 



6” Black 

W03778 Steel-Toe 


WOLVERINE DURASHOCKS® O 



6” Brown 

W03177 Steel-Toe 



WOLVERINE 


IH NO LOGY 



3M 

ThinsulateUltm; 

INSULATION 

extreme performance for footwear 



• Waterproof Full-Grain leather and Wolverine® 
Performance leather upper 

• Made in the U.S.A. with Globally Sourced Materials 

• Moisture Managing Mesh lining 

• 400 grams 3M™ Thinsulate™ Ultra Insulation 

• Removable full-cushion dual-density footbed 
•Advanced Comfort PU midsole 

• Wolverine Durashocks® Vibram® Rubber Lug outsole 

• Fiberglass shank 

• Direct-Attach construction 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 
M 7-12,13,14; W 7-12,13 

At-Once 

6-WB5719 

8-WB52001 



OUTSOLE 

RESISTANCE 

E OIL 
E WATER 
E ABRASION 
E CHEMICAL 
E HEAT 
E SLIP 



8” Brown 

W03176 Steel-Toe 
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WOLVERINE LEGEND BESTSELLERS 

WOLVERINE DURASHOCKS® 




6” Dk Brown 

W10612 Composite-Toe 
W10634 Soft-Toe 


WOLVERINE 


DURA SHOCKS ' 

COMFORT TECHNOLOGY 


CARBONMAXG 



waterproofI 


• Upper: Waterproof Full-Grain Leather 

• Lining: Moisture Wicking Mesh 

• Footbed: Removable OrthoLite® Cushioned Footbed 

• Midsole: Advanced Comfort PU 

• Outsole: Wolverine DuraShocks® Rubber Lug 

• Direct-Attach Construction 

• Nylon Shank 

• F2413-11 Ml/75 C75 EH 
M 7-12,13,14; EW 7-12,13 
8/1 

6-WB0009/0578 

8-WB0059 



OUTSOLE 

RESISTANCE 

El OIL 
El WATER 
El ABRASION 
El CHEMICAL 
El HEAT 
El SLIP 



6” Tan 

W10611 Composite-Toe BESTSELLER 



6” Black 

W10613 Composite-Toe 
W10635 Soft-Toe 



8” Tan 

W10609 Composite-Toe 



8” Dk Brown 

W10610 Composite-Toe 


LEGEND LX S 

WOLVERINE DURASHOCKS 



6” Brown 

W10656 Composite-Toe 


WOLVERINE 


CARBQNMAXG 



waterproofI 

PLUS fei 


Security Friendly 

N ON-METALLIC FO0TWEAR 


• Upper: Waterproof Full-Grain Leather 

• Lining: Moisture Wicking Mesh 

• Footbed: Removable OrthoLite® Cushioned 

• Midsole: Advanced Comfort PU 

• Outsole: Wolverine DuraShocks® Rubber Lug 

• Direct Attach Construction 

• Nylon Shank 

• ASTM F2413-11 M 1/75 C/75 EH 

M 7-12,13,14; EW 7-12,13 
2/1 

WB0009 



OUTSOLE 

RESISTANCE 

El OIL 
El WATER 
M ABRASION 
El CHEMICAL 
H HEAT 
M SLIP 



6” Black 

W10657 Composite-Toe 
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WOLVERINE NATION ^ 

WOLVERINE DURASHOCKS® 



6” Dk Brown 

W10620 Composite-Toe 
W10636 Soft-Toe 


WOLVERINE 


IHNOLOGY 


CARBONMAXO 



waterproofI 

PLUS cA 


• Upper: Waterproof Full-Grain Leather 

• Lining: Moisture Wicking Mesh 

• Footbed: Removable OrthoLite® Cushioned Footbed 

• Midsole: Advanced Comfort PU 

• Outsole: Wolverine DuraShocks® Rubber Lug 

• Goodyear™ Welt Construction 

• Nylon Shank 

• F2413-11 Ml/75 C75 EH 
M 7-12,13,14; EW 7-12,13 
8/1 



6-WB0009/0578 

8-WB0059 

10-WB0059/0529 


OUTSOLE 

RESISTANCE 

E OIL 
E WATER 
E ABRASION 
E CHEMICAL 
E HEAT 
E SLIP 



6” Black 8” Dk Brown 

W10621 Composite-Toe W10616 Composite-Toe 


8” Black 

W10617 Composite-Toe 


10” Dk Brown 

W10614 Composite-Toe BEST SELLER 
W10638 Soft-Toe 





WOLVERINE NATION INS O 

WOLVERINE DURASHOCKS® INSULATED BOOT 




6” Wheat 

W10622 Composite-Toe INS 


WOLVERINE 


DURASHOCKS® 

COMFORT*TECHNOLOGY 


CARBONMAXG 



waterproofI 
plus lA 


3M 

ThinsulateVltra 

INSULATION 

extreme performance for footwear 


• Upper: Waterproof Full-Grain Leather 

• Lining: Moisture Wicking Mesh 

• Footbed: Removable OrthoLite® Cushioned Footbed 

• Midsole: Advanced Comfort PU 

• Outsole: Wolverine DuraShocks® Rubber Lug 

• Goodyear™ Welt Construction 

• Nylon Shank 

• 6” 400g Thinsulate Ultra 
8” 600g Thinsulate Ultra 

• F2413-11 Ml/75 C75 EH 



M 7-12,13,14; EW 7-12,13 
8/1 

6-WB0529/0009 

8-WB0579 


OUTSOLE 

RESISTANCE 

E OIL 
E WATER 
E ABRASION 
E CHEMICAL 
E HEAT 
E SLIP 





6” Dk Brown 8” Wheat 

W10623 Composite-Toe INS W10618 Composite-Toe INS 

W10641 Soft-Toe 


8” Dk Brown 

W10619 Composite-Toe INS 
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WOLVERINE DURASHOCKS' 




6” Brown 

W02053 Steel-Toe 
W02038 Soft-Toe 


WOLVERINE 


HNOLOGY 



• Nubuck leather upper 

• Unlined 

• Removable full-cushion dual-density footbed 
•Advanced Comfort PU midsole 

• Wolverine Durashocks® SR Dual-Density polyurethane 
outsole 

• Nylon shank 

• Direct-Attach construction 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 

M 7-12,13,14; EW 7-12,13 
At-Once 

WB0057/0007 



OUTSOLE 

RESISTANCE 


El OIL 
El WATER 
El ABRASION 
El SLIP 


WOLVERINE DURASHOCKS® 




6” Tan 

W02564 Composite-Toe 


WOLVERINE 


DURASHOCKS® 

COMFORT V TECHNOLOGY 



• Full-Grain leather upper 

• Gore-Tex® waterproof membrane lining 

• Removable OrthoLite® cushion footbed with NXT 
Cleansport treatment 

• Wolverine Durashocks® Rubber/Polyurethane outsole 

• Nylon shank 

• Goodyear™ Welt construction 

• Composite-Toe ASTM F2413-11 M 1/75 C/75 EH 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 

M 7-12,13,14; EW 7-12,13 
At-Once 

6-WB0049/0098 

8-WB0099/0049 



OUTSOLE 

RESISTANCE 

El OIL 
El WATER 
M ABRASION 
El CHEMICAL 
H HEAT 
M SLIP 





6” Brown 

W02563 Soft-Toe 


6” Black 

W02580 Composite-Toe 


8” Tan 

W02566 Composite-Toe 
W02565 Soft-Toe 
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WOLVERINE DURASHOCKS SR BESTSELLER 

WOLVERINE 



6” Brown 

W03120 Steel-Toe 
W03122Soft-Toe BESTSELLER 


•Tumbled Full-Grain leather upper 

• Moisture Managing Mesh lining 

• Removable full-cushion dual-density footbed 
•Advanced Comfort PU midsole 

• Wolverine Durashocks® SR Polyurethane outsole 

• Fiberglass shank 

• Direct-Attach construction 
•Weight: W03122 23.88 oz 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 
M 7-12,13,14,15; W 7-12,13,14 
At-Once 

6-WB5709/5258 

8-WB0099/0539 



OUTSOLE 

RESISTANCE 

B OIL 
E WATER 
B ABRASION 
B SLIP 



6” Black 8” Brown 

W03121 Steel-Toe W03126 Soft-Toe 

W03123 Soft-Toe 


WOLVERINE DURASHOCKS® 




6” Brown 

W03294 Steel-Toe 
W03226 Soft-Toe 


WOLVERINE 


DURASHOCKS® 

COMFORT*TECHNOLOGY 



3M 

Thinsulate 

INSULATION 


• Waterproof Nubuck leather upper 

• Moisture Managing Mesh lining 

• 200 grams of 3M™ Thinsulate™ Insulation 

• Removable full-cushion dual-density footbed 
•Advanced Comfort PU midsole 

• Wolverine Durashocks® TPU Lug outsole 

• Nylon shank 

• Direct-Attach construction 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 
M 7-12,13,14; EW 7-12,13 

At-Once 
6-WB0078/0028 
8-WB0549/0598 
10-WB0549/0598 



OUTSOLE 

RESISTANCE 

B OIL 
B WATER 
B ABRASION 
B CHEMICAL 
B SLIP 




8” Brown 

W03295 Steel-Toe 
W03238 Soft-Toe 


10” Brown 

W03258 Steel-Toe 
W03367 Soft-Toe 
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SR DA II 

WOLVERINE DURASHOCKS® SR 



6” Dark Brown 

W10331 Composite-Toe 


WOLVERINE 


HNOLOGV 



Security Friendly 

NON-METALLI (TTO'O T W EAR 


• Full-Grain leather upper 

• Moisture Managing Mesh lining 

• Removable full-cushion dual-density footbed 
•Advanced Comfort PU midsole 

• Wolverine Durashocks® SR Polyurethane outsole 

• Nylon Shank 

• Direct-Attach construction 

• Composite-Toe ASTM F2413-11 M 1/75 C/75 EH 
M 7-12,13,14; EW 7-12,13 

At-Once 

WB0058 


BARKLEY 

WOLVERINE DURASHOCKS® 




6” Brown 

W04104 Soft-Toe 


WOLVERINE 


DURASHOCKS® 

COMFORT*TECHNOLOGY 



3M 

ThinsulateVltra 

INSULATION 

extreme performance for footwear 



• Waterproof Full-Grain or Nubuck leather upper 

• Moisture Managing Mesh lining 

• 400 grams 3M™ Thinsulate™ Ultra Insulation 

• Removable OrthoLite® cushion footbed with NXT 
Cleansport treatment 

•Advanced Comfort PU midsole 

• Wolverine Durashocks® Vibram® Rubber Lug 
Heat-Resistant outsole 

• Nylon shank 

• Direct-Attach construction 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 

M 7-12,13,14; EW 7-12,13 
At-Once 

6-WB0058/0008 

8-WB0009/0058 




OUTSOLE 

RESISTANCE 

El OIL 
E WATER 
El ABRASION 
El CHEMICAL 
E SLIP 



OUTSOLE 

RESISTANCE 

E OIL 
E WATER 
IE ABRASION 
E CHEMICAL 
E HEAT 
E SLIP 
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GRIFFIN 

WOLVERINE DURASHOCKS® SR 



6” Tan 

W10213 Steel-Toe 
W10214 Soft-Toe 


WOLVERINE 


IHNOLOGY 



• Waterproof Full-Grain leather upper 

• Moisture Managing Mesh with waterproof membrane 
lining 

• Removable OrthoLite® cushion footbed with NXT Odor 
Control 

•Advanced Comfort PU midsole 

• Wolverine Durashocks® SR Rubber Lug outsole 

• Nylon shank 

• Direct-Attach construction 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 
M 7-12,13,14; EW 7-12,13 

At-Once 

WB0087/0037 



OUTSOLE 

RESISTANCE 

B OIL 
E WATER 
B ABRASION 
B CHEMICAL 
B SLIP 



6” Black 

W10250 Soft-Toe 


BREK 

WOLVERINE DURASHOCKS® 




6” Brown 

W10080 Steel-Toe 
W10081 Soft-Toe 


WOLVERINE 


DURASHOCKS® 

COMFORV TECHNOLOGY 



• Waterproof Full-Grain leather upper 

• Moisture Managing Mesh with waterproof membrane 
lining 

• Removable full-cushion dual-density footbed 

• Wolverine Durashocks® Rubber/Polyurethane Lug 
outsole 

• Nylon shank 

• Goodyear™ Welt construction 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 
M 7-12,13,14; EW 7-12,13 

At-Once 

6-WB0097/0567 

8-WB0048/0518 

10-WB0048/0518 



OUTSOLE 

RESISTANCE 

B OIL 
B WATER 
B ABRASION 
B CHEMICAL 
B HEAT 
B SLIP 



8” Brown 10” Brown 

W10082 Steel-Toe W10084 Steel-Toe 

W10083 Soft-Toe W10085 Soft-Toe 
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TREMOR 

WOLVERINE DURASHOCKS® 




6” Brown 

W04326 Soft-Toe 


WOLVERINE 


HNOLOGV 



• Full-Grain leather upper 

• Moisture Managing Mesh lining 

• Removable full-cushion dual-density footbed 

• Wolverine Durashocks® Rubber/Polyurethane outsole 

• Nylon shank 

• Goodyear™ Welt construction 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 

M 7-12,13,14; EW 7-12,13 
At-Once 

6-0027 

8-WB0028/0077 

8*-WB0077 



OUTSOLE 

RESISTANCE 

El OIL 
El WATER 
El ABRASION 
El CHEMICAL 
El HEAT 
El SLIP 



8” Brown 8” Kiltie* 

W04327 Steel-Toe W04324 Soft-Toe 

W04328 Soft-Toe 


EXERT 

WOLVERINE DURASHOCKS® 



WOLVERINE 


DURASHOCKS® 

COMFORT V TECHNOLOGY 



• Full-Grain leather upper 

• Moisture Managing Mesh lining 

• Removable OrthoLite® cushion footbed 

• Wolverine Durashocks® Rubber/Polyurethane outsole 

• Nylon shank 

• Opanka construction 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 
M 7-12,13,14; EW 7-12,13 

At-Once 

6-WB0027/0596 

QX-WB0076/0546 



OUTSOLE 

RESISTANCE 

El OIL 
El WATER 
M ABRASION 
El CHEMICAL 
H HEAT 
M SLIP 




Oxford Briar Oxford Black 

W04373 Steel-Toe W04306 Soft-Toe 

W04374 Soft-Toe 
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TRAPPEUR 

WOLVERINE DURASHOCKS® 


6” Gold 

W10323 Soft-Toe/INS 



WOLVERINE 


IHNOLOGY 



3M 

Thinsulate 

INSULATION 


•Waterproof Wolverine® Performance leather upper 

• Moisture Managing Mesh lining 

• 200 grams of 3M™ Thinsulate™ Insulation 

• Removable full-cushion dual-density footbed 
•Advanced Comfort PU midsole 

• Wolverine Durashocks® Polyurethane outsole 

• Nylon Shank 

• Direct-Attach construction 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 
M 7-12,13,14; W 7-12,13,14 
At-Once 

6-WB0048 

8-0058 



OUTSOLE 

RESISTANCE 

B OIL 
E WATER 
B ABRASION 
B CHEMICAL 
B SLIP 



8” Gold 

W10325 Soft-Toe/INS 


HAZARD 

WOLVERINE DURASHOCKS® WEDGE HEEL 



8” Tan 

W02639 Soft-Toe 


WOLVERINE 


DURASHOCKS® 

COMFORV TECHNOLOGY 



• Full-Grain leather upper 

• Unlined 

• Removable full-cushion dual-density footbed 

•Wolverine Durashocks®Wedge Dual-Density 
polyurethane outsole 

• Nylon shank 

• Goodyear™ Welt construction 

M 7-12,13,14; EW 7-12,13 
At-Once 

WB0507 



OUTSOLE 

RESISTANCE 

B OIL 
B WATER 
B ABRASION 
B SLIP 
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INGHAM 

WOLVERINE DURASHOCKS® 




8” Tan 

W06682 Soft-Toe 


WOLVERINE 


HNOLDGV 


• Full-Grain leather upper 

• Unlined 

• Removable full-cushion dual-density footbed 

• Wolverine Durashocks® Dual-Density polyurethane 
outsole 

• Nylon shank 

• Goodyear™ Welt construction 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 

M 7-12,13,14; EW 7-12,13 
At-Once 

8-WB0507 

10-WB0557/0507 



OUTSOLE 

RESISTANCE 

El OIL 
El WATER 
El ABRASION 
El CHEMICAL 
El HEAT 
El SLIP 



10” Tan 

W06683 Steel-Toe 
W06684 Soft-Toe 


DURASHOCKS® TPU 

WOLVERINE DURASHOCKS® 



Lace-Up Brown 

W04501 Steel-Toe 


WOLVERINE 


DURASHOCKS® 

COMFORT V TECHNOLOGY 



• Full-Grain leather upper 

• Moisture Managing Mesh lining 

• Full-cushion fabric and leather footbed 
•Advanced Comfort PU midsole 

• Wolverine Durashocks® TPU Lug outsole 

• PE Shank 

• Opanka construction 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 
M 7-12,13,14; EW 7-12,13 

At-Once 

WB0596 



OUTSOLE 

RESISTANCE 

El OIL 
El WATER 
M ABRASION 
El CHEMICAL 
El SLIP 
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D 



EXCESS 

WOLVERINE DURASHOCKS® WEDGE HEEL 



10” Tan 

W04695 Soft-Toe 


WOLVERINE 


IH NOLOGV 



• Full-Grain leather upper 

• Unlined 

• Removable full-cushion dual-density footbed 

• Wolverine Durashocks® Rubber/Polyurethane wedge 
outsole 

• Nylon shank 

• Goodyear™ Welt construction 

M 7-12,13,14; EW 7-12,13 
At-Once 

WB0077 



OUTSOLE 

RESISTANCE 

B OIL 
E WATER 
B ABRASION 
B CHEMICAL 
B SLIP 


METEOR 

WOLVERINE FUSION® 180 



6” Brown 

W02349 Steel-Toe 


WOLVERINE. 



• Waterproof Full-Grain leather upper 

• Moisture Managing Mesh with waterproof membrane 
lining 

• Removable Multishox® full-cushion footbed 
•Advanced Comfort PU midsole 

• Wolverine Multishox® heat resistant rubber Lug outsole 

• Nylon shank 

• Direct-Attach with 180° stitch welt construction 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 

M 7-12,13,14; EW 7-12,13 



At-Once 

6-WB0508 

8-WB0558 


OUTSOLE 

RESISTANCE 

B OIL 
B WATER 
B ABRASION 
B CHEMICAL 
B HEAT 
B SLIP 



8” Brown 

W02353 Steel-Toe 
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GALLATIN 

WOLVERINE DURASHOCKS® PORONXRD” 




6” Brown 

W10361 Steel-Toe 


WOLVERINE 



• Full-Grain leather upper 

• PoronXRD™ Internal Metatarsal Guard 

• Moisture Managing Mesh lining 

• Removable OrthoLite® cushion toothed with NXT® 
Cleansport treatment 

•Advanced Comfort PU midsole 

•Wolverine Durashocks®Vibram® Rubber Lug 
Heat-Resistant outsole 

• Nylon Shank 

• Direct-Attach construction 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 Mt/75 EH 

M 7-12,13,14; EW 7-12,13 
At-Once 

6-WB0078 



OUTSOLE 

RESISTANCE 

El OIL 
El WATER 
El ABRASION 
El CHEMICAL 
El HEAT 
El SLIP 


ROSCOE MET 

WOLVERINE DURASHOCKS’ SQUARE-TOE 



10” Brown 

W10511 Composite-Toe 


WOLVERINE 


DURASHOCKS® 

COMFORT* TECHNOLOGY 




• Waterproof Full-Grain Leather upper 


• PoronXRD™ Internal Metatarsal Guard 

• Moisture Managing Mesh with Waterproof+ Membrane 
lining 

• Wolverine DuraShocks® full cushion footbed with 
OrthoLite® Performance Arch and NXT® Odor Control 

• Wolverine Durashocks® Rubber/PU Lug outsole 

• Nylon shank 

• Goodyear™ Welt construction 

• Composite-Toe ASTM F2413-11 M 1/75 C/75 Mt/75 EH 

M 7-12,13,14; EW 7-12,13 
At-Once 



OUTSOLE 

RESISTANCE 


WB00011 


OIL 

WATER 

ABRASION 

CHEMICAL 

HEAT 

SLIP 


^ MAP pricing 
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D 



OVERMAN BESTSELLER ^ 

CONTOURWELf 



6” Brown/Black 

W10483 Composite-Toe BEST SELLER 
W10626 Soft-Toe* 


CONTOUR WELT 


CAR MAXO 



• Upper: Waterproof Full-Grain Leather 

• Lining: Moisture Wicking Mesh 

• Footbed: Removable OrthoLite® Cushioned Footbed 

• Midsole: Advanced Comfort PU 

• Outsole: Rubber 

• Direct-Attach Construction 

• Nylon Shank 

M 7-12,13,14; EW 7-12,13,14 
8/1*; At-Once 

6-WB0009/0058 

8-WB0059/0009 

10-WB0059/0009 


6” Wheat/Tan 

W10485 Composite-Toe 



6” Black/Grey 

W10484 Composite-Toe 



8” Brown/Black 

W10487 Composite-Toe 
W10625 Soft-Toe* 



10” Brown/Black 
W10488 BEST SELLER 

W10624 Soft-Toe* NEW 


OVERMAN INS O 

CONTOURWELf 



CONTOUR WELT 

ENGINEERED FOR FLEXIBILITY 


CARBONMAXC* 



\Y^0 

WATERPROOF 


3M 

ThinsulateVltra 

INSULATION 

extreme performance for footwear 


• Upper: Waterproof Full-Grain Leather 

• Lining: Moisture Wicking Mesh 

• Footbed: Removable OrthoLite® Cushioned Footbed 

• Midsole: Advanced Comfort PU 

• Outsole: Rubber 

• Direct-Attach Construction 

• Nylon Shank 

• 6” 400g Thinsulate Ultra 

• 8” 600g Thinsulate Ultra 

• F2413-11 Ml/75 C75 EH 
M 7-12,13,14; EW 7-12,13 
8/1 

6-WB0529 

8-WB0579 



8” Brown 

W10627 Composite-Toe INS 
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RAIDER BESTSELLER 

WOLVERINE MULTISHOX® CONTOURWELT' 




6” Brown 

W02419 Steel-Toe** BEST SELLER 
W02421 Soft-Toe** BESTSELLER 


CONTOURWELT 


WOLVERINE 



• Full-Grain leather upper 

• Moisture Managing Mesh lining 

• Removable Multishox® full-cushion footbed 
•Advanced Comfort PU midsole 

• Wolverine ContourWelt® Rubber Lug outsole 

• Nylon shank 

• Wolverine ContourWelt® construction 

• Weight: W02419 30.51 oz,W02421 25.78 oz, W02427 
32.23 oz, W02429 25.39 oz 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 

M 7-12,13,14; EW 7-12,13 

**M 7-12,13,14,15; EW 7-12,13,14,15 

At-Once 

6-WB0518/0567 
8-WB0568/0518 
10-WB0568/0518 
C-WB0527 



OUTSOLE 

RESISTANCE 

El OIL 
El WATER 
El ABRASION 
El CHEMICAL 
El HEAT 
El SLIP 



QX-WB0037/0507 


6” Black 

W02420 Steel-Toe 


8” Brown 

W02423 Steel-Toe** 
W02425 Soft-Toe 



10”Brown Chukka 

W02427 Steel-Toe** BEST SELLER W02410 Steel-Toe 

W02429 Soft-Toe** BEST SELLER 



Oxford Brown 

W04816 Steel-Toe** 
W04818 Soft-Toe 




RAIDER EXTREME ^ 

WOLVERINE MULTISHOX® CONTOURWELT® 



6” Peanut 

W10503 Composite-Toe 


CONTOUR WELT 

ENGINEERED FOR FLEXIBILITY 

WOLVERINE. 


CARBONMAXO 




• Waterproof Full-Grain Leather upper 

• Moisture Managing Mesh with GORE-TEX® breathable 
waterproof membrane lining 

• Footbed: Removable Multishox® Full-Cushion Ortholite 
footbed with NXT Odor Control 

•Advanced Comfort PU midsole 

• Wolverine MultiShox® ContourWelt® Rubber Lug 
outsole 

• Nylon shank 

• Wolverine ContourWelt® Construction 

• CarbonMax Safety-Toe ASTM F2413-11 M 1/75 C/75 
EH 

M 7-12,13,14; EW 7-12,13 

At-Once 

WB00001/0059 



OUTSOLE 

RESISTANCE 

Bl OIL 
IE WATER 
M ABRASION 
M CHEMICAL 
IE HEAT 
M SLIP 
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MARAUDER 

WOLVERINE MULTISHOX* CONTOURWELf 




6” Brown 

W02161 Steel-Toe 
W02162 Soft-Toe 


CONTOUR WELT 

ENGINEERED FOR FLEXIBILITY 

WOLVERINE 

MLTOSGW* 



im 




WATERPROOF 


ThinsulatelJllm 

INSULATION 

extreme performance for footwear 


• Waterproof Full-Grain leather upper 

• Moisture Managing Mesh with waterproof membrane 
lining 

• 400 grams 3M™ Thinsulate™ Ultra Insulation 

• Removable Multishox® full-cushion footbed 
•Advanced Comfort PU midsole 

• Wolverine ContourWelt® Rubber Lug outsole 

• Nylon shank 

• Wolverine ContourWelt® construction 
•Weight: W02165 33.37 oz 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 
M 7-12,13,14,15; EW 7-12,13,14,15 
At-Once 

6-WB0088/0038 

8-WB0039/0088 

10-WB0039/0088 



OUTSOLE 

RESISTANCE 

B OIL 
El WATER 
B ABRASION 
B CHEMICAL 
B HEAT 
E SLIP 



8” Brown 10” Brown 

W02163 Steel-Toe W02165 Steel-Toe 

W02164 Soft-Toe W02166 Soft-Toe 


CORSAIR 

WOLVERINE MULTISHOX* CONTOURWELT* 



6” Brown 

W02252 Composite-Toe** 


CONTOURWELT 

ENGINEERED FOR FLEXIBILITY 

WOLVERINE. 



WATERPROOF 


• Waterproof Full-Grain leather upper 

• ArmorTek™ guard 

• Moisture Managing Mesh with waterproof membrane 
lining 

• Removable Multishox® full-cushion footbed 
•Advanced Comfort PU midsole 

• Wolverine MultiShox® ContourWelt® rubber Lug outsole 

• Nylon shank 

• Wolverine ContourWelt® construction 

• Weight: W02252 29.59 oz, W02285 26.70 oz 

• Composite-Toe ASTM F2413-11 M 1/75 C/75 EH 

M 7-12,13,14,15; EW 7-12,13,14,15 
**M 7-12,13,14; EW 7-12,13,14 

At-Once 

6-WB0578 

8-WB0529 



OUTSOLE 

RESISTANCE 

B OIL 
B WATER 
B ABRASION 
B CHEMICAL 
B HEAT 
B SLIP 


10-WB0529 



6” Black 8” Brown 

W02253 Composite-Toe W02256 Composite-Toe** 


10” Brown 

W02285 Composite-Toe 
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BUCCANEER BESTSELLER 

WOLVERINE MULTISHOX* CONTOURWELT' 



6” Dark Brown 

W04820 Steel-Toe** BEST SELLER 
W04821 Soft-Toe** BEST SELLER 


CONTOURWELT 

ENGINEERED FOR FLEXIBILITY 

WOLVERINE. 



• Waterproof Full-Grain leather upper 

• Moisture Managing Mesh with waterproof membrane 
lining 

• Removable Multishox® full-cushion footbed 
•Advanced Comfort PU midsole 

• Wolverine ContourWelt® Rubber Lug outsole 

• Nylon shank 

• Wolverine ContourWelt® construction 

• Weight: W04820 29.87 oz, W04821 26.38 oz, W04826 
32.87 oz 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 

M 7-12,13,14; EW 7-12,13 
**M 7-12,13,14; EW 7-12,13,14 
At-Once 

6-WB0558/0508 

8-WB0509/0558 

10-WB0509/0558 



OUTSOLE 

RESISTANCE 

El OIL 
M WATER 
El ABRASION 
El CHEMICAL 
M HEAT 
H SLIP 




8” Dark Brown 

W04822 Steel-Toe** 
W04825 Soft-Toe 


10” Dark Brown 

W04826 Steel-Toe** 
W04827 Soft-Toe** 


ANTHEM BESTSELLER 

WOLVERINE MULTISHOX* CONTOURWELT* 




10” Brown 

W02287Steel-Toe BESTSELLER 
W02288Soft-Toe BESTSELLER 


CONTOURWELT 

ENGINEERED FOR FLEXIBILITY 

WOLVERINE. 





• Waterproof Full-Grain leather upper 

• Moisture Managing Mesh with waterproof membrane 
lining 

• Removable Multishox® full-cushion footbed 
•Advanced Comfort PU midsole 

• Wolverine MultiShox® ContourWelt® rubber Lug outsole 

• Nylon shank 

• Wolverine ContourWelt® construction 
•Weight: W02288 24.23 oz 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 



M 7-12,13,14; EW 7-12,13 
At-Once 

WB0059/0009 


OUTSOLE 

RESISTANCE 

Bl OIL 
IE WATER 
M ABRASION 
M CHEMICAL 
IE HEAT 
M SLIP 
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DARCO 

WOLVERINE MULTISHOX* CONTOURWELT* 




CONTOUR WELT 

ENGINEERED FOR FLEXIBILITY 

WOLVERINE. 



\iL0 

WATERPROOF 

~ : 


• Waterproof Full-Grain leather upper 

• Internal Metatarsal Guard 

• Moisture Managing Mesh with waterproof membrane 
lining 

• Removable Multishox® full-cushion footbed 
•Advanced Comfort PU midsole 

• Wolverine ContourWelt® Rubber Lug outsole 

• Nylon shank 

• Wolverine ContourWelt® construction 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 Mt/75 EH 

M 7-12,13,14,15; EW 7-12,13,14,15 
*M 7-12,13,14 ; EW 7-12,13 
At-Once 

6-WB0509 

8-WB0559 

10-WB0559 



OUTSOLE 

RESISTANCE 

B OIL 
El WATER 
B ABRASION 
B CHEMICAL 
B HEAT 
E SLIP 




8” Dark Brown 10” Dark Brown 

W02407 Steel-Toe W02359 Steel-Toe* 


GLACIER ICE NEW ^ 

EPX VIBRAM® ARTIC GRIP 




6” Summer Brown 

W10646 Composite-Toe 
W10648 Soft-Toe 




ARCTIC 

GRIK 



ANTI-FATIGUE 


CARBON MAXO 



waterproofI 

PLUS cA 


3M 

ThinsulateVIlm 

INSULATION 

extreme performance for footwear 


• Upper: Waterproof Full-Grain Leather 

• Lining: Moisture Wicking Mesh 

• Footbed: Removable Dual-Density PU EPX™ 
Anti-Fatigue 

• Midsole: Ultra-Light Compression Molded EVA 

• Outsole: Vibram® Arctic Grip 

• Cement Construction 

• Nylon Shank 

• 6” 400g Thinsulate Ultra 

• 8” 600g Thinsulate Ultra 
•ASTM F2413-11 M 1/75 C/75 EH 
M 7-12,13,14; EW 7-12,13 
11/1 

6-WB0529/0009 

8-WB0579 



OUTSOLE 

RESISTANCE 

B OIL 
B WATER 
B ABRASION 
B SLIP 



6” Black 8” Summer Brown 

W10647 Composite-Toe W10645 Composite-Toe 

W10649 Soft-Toe 
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EDGE LX O 

EPX” WATERPROOF WORK BOOT 



Grey/Blue 

W10551 Composite-Toe 



ANTI-FATIGUE 


CARBONMAXG 



waterproofI 



• Upper: Waterproof Nubuck Leather 

• Lining: Moisture Managing Mesh with Waterproof 
Membrane 

• Footbed: Removable dual-density PU EPX™ Anti-Fatigue 

• Midsole: Ultra-Light Compression Molded EVA and PU 

• Outsole: Rubber Lug 

• Shank: Nylon 

• Weight: Composite-Toe 22.82 oz 

Soft-Toe 21.02 oz 

• ASTM F2413-11 M 1/75 C/75 EH 



M 7-12,13,14; EW 7-12,13 
At-Once 

WB0527/0057 


OUTSOLE 

RESISTANCE 

El OIL 
El WATER 
El ABRASION 
El CHEMICAL 
El SLIP 



Brown/Red Taupe/Yellow Black/Grey 

W10552 Composite-Toe W10554 Composite-Toe W10553 Composite-Toe 

W10557 Soft-Toe W10556 Soft-Toe 


THUNDERHEAD SX <0 

EPX” CARBON MAX* WORK BOOT 




Grey/Blue 

W10564 Composite-Toe 



ANTI-FATIGUE 


CARBONMAXG 



• Upper: Mesh and TPU 

• Lining: Moisture Managing Mesh 

• Footbed: Removable dual-density PU EPX™ Anti-Fatigue 

• Midsole: Ultra-Light Compression Molded EVA 

• Outsole: Rubber Lug 

• Shank: Nylon 
•Weight: 19.72 oz 

•ASTM F2413-11 M 1/75 C/75 EH 
M 7-12,13,14; EW 7-12,13 
At-Once 



WB0526 


OUTSOLE 

RESISTANCE 


El OIL 
H WATER 
El ABRASION 
El SLIP 
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LIGHTNING SX C* 

EPX” WORK SHOE 



Black/Grey/Blue 

W10568 Composite-Toe 



ANTI-FATIGUE 


CARBONMAXO 



• Upper: Mesh and TPU 

• Lining: Moisture Managing Mesh 

• Footbed: Removable dual-density PU EPX™ Anti-Fatigue 

• Midsole: Ultra-Light Compression Molded EVA 

• Outsole: Rubber Lug 

• Shank: Nylon 

•Weight: Composite-Toe 17.81 oz 

Soft-Toe 16.01 oz 

• ASTM F2413-11 M 1/75 C/75 EH 

M 7-12,13,14; EW 7-12,13 

At ' 0nce OUTSOLE 

WB0055 RESISTANCE 

El OIL 
El WATER 
El ABRASION 





Black/Grey 

W10567 Composite-Toe 


CABOR BESTSELLER 

WOLVERINE EPX” ANTI-FATIGUE 




6” Dark Brown 

W10314 Composite-Toe BEST SELLER 
W10315Soft-Toe BESTSELLER 



• Waterproof Nubuck leather upper 

• Moisture Managing Mesh with Waterproof Membrane 
lining 

• Removable EPX™ Anti-Fatigue footbed 

• PU midsole 

• Rubber Lug outsole 

• Nylon shank 

• Direct-Attach construction 
•Weight: W10314 23.74 oz 

• Composite-Toe ASTM F2413-11 M 1/75 C/75 EH 
M 7-12,13,14; EW 7-12,13 

At-Once 

6-WB0078/0028 

8-WB0029/0078 

10-WB0029/0078 



OUTSOLE 

RESISTANCE 

El OIL 
El WATER 
El ABRASION 
El CHEMICAL 
El HEAT 
El SLIP 



6” Black 

W10326 Composite-Toe 



8” Dark Brown 

W10316 Composite-Toe 
W10317 Soft-Toe 


10” Dark Brown 

W10318 Composite-Toe BEST SELLER 
W10319 Soft-Toe 
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RENTON ^ 

WOLVERINE EPX” ANTI-FATIGUE 



6” Brown 

W10371 Composite-Toe 



ANTI-FATIGUE 



3M 

ThinsulateUltra 

INSULATION 

extreme performance for footwear 


• Waterproof Nubuck leather upper 

• ArmorTek™ toe-bumper 

• Moisture Managing Mesh with waterproof membrane 
lining 

• 400 grams 3M™ Thinsulate™ Ultra Insulation 

• Removable Dual Density Polyurethane EPX™ 
Anti-Fatigue footbed 

•Advanced Comfort PU midsole 

• Rubber Lug outsole 

• Nylon shank 

• Direct-Attach construction 

• Composite-Toe ASTM F2413-11 M 1/75 C/75 EH 
M 7-12,13,14; EW 7-12,13 

At-Once 

6-WB0598 



OUTSOLE 

RESISTANCE 

El OIL 
El WATER 
El ABRASION 
El CHEMICAL 
El HEAT 
El SLIP 


RENTON LX ^ 

WOLVERINE EPX” ANTI-FATIGUE 




6” Brown 

W10505 Composite-Toe 



waterproofI 

PLUS 


3M 

Thinsulate 


• Waterproof Full-Grain leather upper 

• Moisture Managing Mesh with Waterproof Membrane 
lining 

• 200 grams 3M™ Thinsulate™ Insulation 

• Removable Dual-Density PU EPX™ Anti-Fatigue footbed 

• PU midsole 

• Rubber Lug outsole 

• Nylon shank 

• Direct-Attach construction 

• Composite-Toe ASTM F2413-11 M 1/75 C/75 EH 
M 7-12,13,14; EW 7-12,13 

At-Once 

6-WB0529 

8-WB0579/0529 



OUTSOLE 

RESISTANCE 

El OIL 
El WATER 
M ABRASION 
El CHEMICAL 
H HEAT 
M SLIP 



8” Brown 

W10506 Composite-Toe 
W10531 Soft-Toe 


MAP pricing 
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BLADE LX NEW ^ 

WOLVERINE EPX” ANTI-FATIGUE 



6” Chocolate Chip 

W10653 Composite-Toe 
W10707 Soft-Toe 



ANTI-FATIGUE 


CARBONMAXG 



waterproof! 

PLUS fei 


• Upper: Waterproof Full-Grain Leather 

• Lining: Moisture Wicking Mesh 

• Footbed: Removable EPX™ Anti-Fatigue 

• Midsole: Advanced Comfort PU 

• Outsole: Rubber Lug 

• Direct Attach Construction 

• Nylon Shank 

• ASTM F2413-11 M 1/75 C/75 EH 

M 7-12,13,14; EW 7-12,13 
2/1 

6-WB0578 
10-WB0529/0578 
6 Metguard- WB0529 
10 Metguard- WB0579 



OUTSOLE 

RESISTANCE 

E OIL 
E WATER 
E ABRASION 
E CHEMICAL 
E HEAT 
E SLIP 



BLADE FX NEW ^ 

WOLVERINE EPX” ANTI-FATIGUE 




6” Brown 

W10654 Composite-Toe 
W10683 Soft-Toe 



ANTI-FATIGUE 


CARBONMAXO 



waterproof! 



• Upper: Waterproof Full-Grain Leather and Mesh 

• Lining: Moisture Wicking Mesh 

• Footbed: Removable EPX™ Anti-Fatigue 

• Midsole: Advanced Comfort PU 

• Outsole: Rubber Lug 

• Direct Attach Construction 

• Nylon Shank 

•ASTM F2413-11 M 1/75 C/75 EH 

M 7-12,13,14; EW 7-12,13 
2/1 

WB0058/0008 



OUTSOLE 

RESISTANCE 

E OIL 
E WATER 
E ABRASION 
E CHEMICAL 
E HEAT 
E SLIP 
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CANNONSBURG 

INTERNAL MET 




6” Dark Brown 

W04451 Steel-Toe 


• Full-Grain leather upper 

• Internal Metatarsal Guard 

• Moisture Managing Mesh lining 

• Removable full-cushion footbed 

• Rubber/Polyurethane Lug outsole 

• Nylon shank 

• Goodyear™ Welt construction 

• Steel-Toe ASTM F2413-11 M l/C/Mt/75 EH 

M3-12,13,14,15; EW 7-12,13,14,15 
*M 7-12,13,14 EW 7-12,13 
At-Once 

6-WB0086 

8-WB0037 



OUTSOLE 

RESISTANCE 

El OIL 
El WATER 
El ABRASION 
El CHEMICAL 
El HEAT 
El SLIP 



8” Dark Brown 

W04452 Steel-Toe* 


MCKAY 

INTERNAL MET 




6” Brown 

W05679 Steel-Toe 



• Waterproof Full-Grain leather upper 

• Internal Metatarsal Guard 

• Moisture Managing Mesh with waterproof membrane 
lining 

• Removable full-cushion footbed 

• Rubber/Polyurethane Lug outsole 

• Nylon shank 

• Goodyear™ Welt construction 

• Steel-Toe ASTM F2413-11 M l/C/Mt/75 EH 

M 5-12,13,14; EW 7-12,13 
At-Once 

6-WB0577 

8-WB0528 



OUTSOLE 

RESISTANCE 

El OIL 
El WATER 
M ABRASION 
El CHEMICAL 
H HEAT 
M SLIP 



8” Brown 

W05680 Steel-Toe 
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LAWSON 

ALL-WEATHER WELT 



• Full-Grain leather upper 

• Protective toe-bumper 

• Internal Metatarsal Guard 

• Moisture Managing Mesh lining 

• Removable full-cushion footbed 

• Rubber/Polyurethane Lug outsole 

• Nylon shank 

• Direct-Attach construction 

• Steel-Toe ASTM F2413-11 M l/C/Mt/75 EH 
M 7-12,13,14; EW 7-12,13 

At-Once 

WB0077 


6” Dark Brown 

W04659 Steel-Toe 



GUARDIAN 

CARBON MAX® SAFETY-TOE 



carbqnmaxg • Full-Grain leather upper 

• Moisture Managing Mesh lining 

• Removable full-cushion footbed 

• Ultra-Light EVA midsole 

• Rubber Lug outsole 

• Nylon shank 

• Cement construction 

• CarbonMax® Safety-Toe rated ASTM F2413-11 M 1/75 
C/75 EH 

M 7-12,13,14; EW 7-12,13 
At-Once 

6-WB0527 
8-WB0577 


6” Brown 

W02292 CM Safety-Toe 



6” Black 

W02293 CM Safety-Toe 
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AMPHIBIAN 

CARBON MAX SAFETY-TOE 



6” Brown 

W02362 CM Safety-Toe 


CARBON maxo • Waterproof Leather and Nylon mesh upper 

• Gore-Tex® waterproof membrane lining 

• Removable Open-Cell Polyurethane cushioned footbed 

• Ultra-Light EVA midsole 

• Rubber Lug outsole 

• Nylon shank 

• Cement construction 

• CarbonMax® Safety-Toe rated ASTM F2413-11 M 1/75 
C/75 EH 

M 7-12,13,14; EW 7-12,13 
At-Once 

WB0037 




OUTSOLE 

RESISTANCE 

El OIL 
El WATER 
El ABRASION 
El CHEMICAL 
El SLIP 



6” Black 

W02363 CM Safety-Toe 


TARMAC O 

CARBONMAX* SAFETY-TOE 




6” Black 

W10304 CM Safety-Toe 


CARBONMAXO 



Security Friendly 

NON-METALLIC FOOTWEAR 


• Waterproof Full-Grain leather upper 

• Moisture Managing Mesh with Waterproof Membrane 
lining 

• Removable Open-Cell Polyurethane Cushioned footbed 

• Ultra-Light EVA with Hi-Vis Reflective wrap midsole 

• Rubber Lug outsole 

• Nylon shank 

• Cement construction 

• CarbonMax® Safety-Toe ASTM F2413-11 M 1/75 C/75 
EH 

M 7-12,13,14; EW 7-12,13 
At-Once 

6-WB0087 

8-WB0038 



OUTSOLE 

RESISTANCE 

El OIL 
El WATER 
M ABRASION 
El CHEMICAL 
El SLIP 



6” Brown 8” Black 

W10305 CM Safety-Toe W10306 CM Safety-Toe 


MAP pricing 
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FLETCHER ^ 

CARBON MAX® SAFETY-TOE HIKER 




Mid-Cut Grey 

W10490 Composite-Toe 


CARBONMAXG 

WATERPROOF 

" 

JL 

Security Friendly 

N O N-METALLI C FOOTWE AR 


• Waterproof Suede Leather and Fabric upper with 
Protective Polyurethane Abrasion Resistant Toe-Bumper 

• Moisture Managing Mesh with Waterproof Membrane 
lining 

• Removeable Open-Cell PU footbed 

• Compression Molded EVA misole 

• Wolverine® Rubber Lug outsole 

• Nylon shank 

• Cement construction 

• CarbonMax® Safety-Toe ASTM F2413-11 M 1/75 C/75 
EH 



M 7-12,13,14; EW 7-12,13 OUTSOLE 

At-Once RESISTANCE 


WB0006 


B OIL 
B WATER 
B ABRASION 
B SLIP 



Mid-Cut Brown Mid-Cut Taupe 

W10489 Composite-Toe W10492 Composite-Toe 


FLETCHER LOW O 

CARBONMAX® WATERPROOF HIKER 




Black 

W10578 Composite-Toe 


CARBONMAXG 

\vL0 

WATERPROOF 

'' s.- ’ 

A 

Security Friendly 

N ON-META LLI C FOOT WEAR 


• Upper: Full-Grain Leather and Diesel Mesh 

• Lining: Moisture Managing Mesh 

• Footbed: Removable Full-Cushion 

• Midsole: Ultra-Light Compression Molded EVA 

• Outsole: Rubber Lug 

• Shank: Nylon 
•Weight: 17.32 oz 
•ASTM F2413-11 

M 7-12,13,14; EW 7-12,13 

At-Once 

WB0575 



OUTSOLE 

RESISTANCE 

B OIL 
B WATER 
B ABRASION 
B SLIP 



Taupe 

W10577 Composite-Toe 
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RUSH ESD NEW ^ 

CARBONMAX* SAFETY TOE HIKER 



Black 

W10667 Composite-Toe 


CARBONMAXG • Upper: Mesh and TPU 

• Lining: Moisture Wicking Mesh 
security Friendly • Footbed: Removable Memory Foam 

N 0 (KjWfTXUI (Tf01)TWEAR 

• Midsole: High Performance RMAT® Rubber EVA Blend 

• Outsole: Rubber Lug 

• Cement Construction 

• Nylon Shank 

• Weight: 18.03oz 

• ASTM F2413-11 M 1/75 C/75 SD 
M 7-12,13,14; EW 7-12,13 
11/1 

WB0055 



OUTSOLE 

RESISTANCE 

El OIL 
El WATER 
El ABRASION 
El SLIP 



Brown/Black Bluee 

W10668 Composite-Toe W10669 Composite-Toe 


FALCON 

PEAK AG ANTI-GRAVITY 



6” Brown 

W02376 Composite-Toe 


• Full-Grain leather upper 

• Moisture Managing Mesh lining 

security Friendly • Removable Open-Cell Polyurethane cushioned footbed 

N 0 N - M ETA L LI C F O ai W E A R 

• Ultra-Light EVA midsole 

• Rubber Lug outsole 

• Nylon shank 

• Opanka construction 

• Composite-Toe ASTM F2413-11 M 1/75 C/75 EH 

M 7-12,13,14; EW 7-12,13 
At-Once 

6-WB0507 

SO-WB0006 

OX-WB0556 



OUTSOLE 

RESISTANCE 

El OIL 
H WATER 
El ABRASION 
El SLIP 




Slip-On Brown Slip-On Black 

W08397 Composite-Toe W08398 Composite-Toe 



Oxford Brown 

W02372 Composite-Toe 


MAP pricing 
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BUCKLIN 

PEAKFLEX ANTI-FATIGUE 



6” Black 

W10075 Composite-Toe 


PE JS.H FLEX 



• Waterproof Americana leather upper 

• Moisture Managing Mesh with waterproof membrane 
lining 

• Removable Open-Cell Polyurethane cushioned footbed 

• PeakFlex™ Anti-Fatigue PU molded midsole 

• Genuine rubber cup outsole 

• Nylon shank 

• Cement construction 

• Composite-Toe ASTM F2413-11 M 1/75 C/75 EH 

M 7-12,13,14; EW 7-12,13 
At-Once 

WB0096 


MERLIN 

PEAK AG ANTI-GRAVITY 



6” Brown 

W10113 Composite-Toe 


PE 

\rts 

WATERPROOF 

A 

JL 

Security Friendly 

NON-META LLI C FOOTW EAR 

I 


• Waterproof Americana leather upper 

• Moisture Managing Mesh with Waterproof Membrane 
lining 

• Removable Open-Cell Polyurethane cushioned footbed 

• Ultra-Light EVA midsole 

• Rubber Lug outsole 

• Nylon shank 

• Cement construction 
•Weight: W10113 19.96 oz 

• Composite-Toe ASTM F2413-11 M 1/75 C/75 EH 
M 7-12,13,14; EW 7-12,13 

At-Once 

6-WB0517 



6” Black 

W10112 Composite-Toe 
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OUTSOLE 

RESISTANCE 

B OIL 
B WATER 
B ABRASION 
B HEAT 
B SLIP 



OUTSOLE 

RESISTANCE 

B OIL 
B WATER 
B ABRASION 
B SLIP 
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MERLIN PR 

PEAK AG ANTI-GRAVITY PR 



6” Black 

W10258 Composite-Toe 


PEA\KAG 

l 

WATERPROOF 


PUNCTURE 

RESISTANT 


• Waterproof Nubuck leather upper 

• Puncture Resistant Insole Shield 

• Moisture Managing Mesh with Waterproof Membrane 
lining 

• Removable Open-Cell Polyurethane cushioned footbed 

• Ultra-Light EVA midsole 

• Rubber Lug outsole 

• Nylon shank 

• Cement construction 

• Composite-Toe ASTM F2413-11 M 1/75 C/75 EH PR 

M 7-12,13,14,15; EW 7-12,13,14 
At-Once 

WB0557 



OUTSOLE 

RESISTANCE 

El OIL 
El WATER 
El ABRASION 
El SLIP 


MERLIN ESD O 

PEAK AG ANTI-GRAVITY 



6” Dark Brown 

W10501 Composite-Toe 


• Waterproof Americana leather upper 

• Non-Metallic hardware 

security Friendly • Moisture Managing Mesh lining 

N 0 N-METALlI C FOOTWEAR 

• Removable Open-Cell Polyurethane cushioned footbed 

• Ultra-Light EVA midsole 

• Rubber Lug outsole 

• Nylon shank 

• Cement construction 

• Composite-Toe ASTM F2413-11 M 1/75 C/75 SD 

M 7-12,13,14; EW 7-12,13 
At-Once 

WB0527 




6” Black 

W10502 Composite-Toe 


^ MAP pricing 
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JOLIET 

PEAK AG ANTI-GRAVITY 



6” Black 

W10177 Composite-Toe 


PE^KAB 

WATERPROOF 


Security Friendly 

N ON -M E TA L LI C FOOT WEAR 


• Waterproof Full-Grain leather upper 

• Non-metallic hardware 

• Moisture Managing Mesh with waterproof membrane 
lining 

• Removable Open-Cell Polyurethane cushioned footbed 

• Ultra-Light EVA midsole 

• Rubber Lug outsole 

• Nylon shank 

• Cement construction 

• Composite-Toe ASTM F2413-11 M 1/75 C/75 EH 

M 7-12,13,14; EW 7-12,13 
At-Once 

WB0556 



OUTSOLE 

RESISTANCE 

E OIL 
E WATER 
E ABRASION 
E CHEMICAL 
E HEAT 
E SLIP 


GROGAN 

PEAK AG ANTI-GRAVITY 



6” Black 

W10210 Composite-Toe 


PE 

\rts 

WATERPROOF 

Security Friendly 


• Waterproof Full-Grain leather upper 

• Non-metallic hardware 

• Internal Metatarsal Guard 

• Moisture Managing Mesh with waterproof membrane 
lining 

• Removable Open-Cell Polyurethane cushioned footbed 

• Ultra-Light EVA midsole 

• Rubber Lug outsole 

• Nylon shank 

• Cement construction 

• Composite-Toe ASTM F2413-11 M 1/75 C/75 Mt/75 EH 

M 7-12,13,14; EW 7-12,13 
At-Once 

WB0507 



OUTSOLE 

RESISTANCE 

E OIL 
E WATER 
E ABRASION 
E CHEMICAL 
E HEAT 
E SLIP 
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HACKSAW 

PEAKFLEX ANTI-FATIGUE 



6” Brown 

W10263 Steel-Toe 


PEANK FLEX 



• Waterproof Full-Grain leather upper 

• Moisture Managing Mesh with waterproof membrane 
lining 

• Removable Open-Cell Polyurethane Cushioned footbed 

• PeakFlex™ Anti-Fatigue PU molded midsole 

• Vibram® Rubber/Polyurethane Lug outsole 

• Nylon shank 

• Goodyear™ Welt construction 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 

M 7-12,13,14 
At-Once 

WB0039 



OUTSOLE 

RESISTANCE 


El OIL 
El WATER 
El ABRASION 
El SLIP 


DRILLBIT 

OIL RIGGER ARMORTEK” 



8” Brown/Boa 

W10308 Steel-Toe 



• Waterproof leather and 1000 Denier Nylon upper 

• ArmorTek™ guard 

• Equipped with Boa® Lacing system 

• Moisture Managing Mesh with Waterproof Membrane 
lining 

• Removable OrthoLite® cushion footbed with NXT® 
Cleansport treatment 

• Vibram® Rubber Lug outsole 

• Nylon shank 

• Goodyear™ Welt construction 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 

M 7-12,13,14; EW 7-12,13 
At-Once 

8-WB00311 

10-WB0038 



OUTSOLE 

RESISTANCE 

El OIL 
El WATER 
M ABRASION 
El CHEMICAL 
H HEAT 
M SLIP 



10” Brown 

W10309 Steel-Toe 
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NOLAN 

LIGHTWEIGHT WELT 



6” Dark Brown 

W10103 Composite-Toe 



• Waterproof Full-Grain leather upper 

• Moisture Managing Mesh with waterproof membrane 
lining 

• Removable Molded EVA with performance arch support 
footbed 

•Advanced Comfort PU midsole 

• PU outsole 

• Nylon shank 

• Goodyear™ Welt construction 

• Composite-Toe ASTM F2413-11 M 1/75 C/75 EH 


M 7-12,13,14; EW 7-12,13 

At-Once 

OUTSOLE 

6-WB0047 

RESISTANCE 

10-WB0097 

El OIL 

El WATER 

El ABRASION 

El CHEMICAL 

El SLIP 




10” Dark Brown 

W10108 Composite-Toe 


DURBIN BESTSELLER 




6” Brown 

W05483Steel-Toe BESTSELLER 
W05484 Soft-Toe 


^ • Waterproof Nubuck leather upper 

rflKS 1 • Moisture Managing Mesh with waterproof membrane 
lining 

• Removable open-cell PU cushion footbed 

• Advanced Comfort PU midsole 

• Rubber Lug outsole 

• Nylon shank 

• Opanka construction 
•Weight: W05483 25.68 oz 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 
M 7-12,13,14; EW 7-12,13 

At-Once 

WB0037/0507 



OUTSOLE 

RESISTANCE 

El OIL 
E WATER 
El ABRASION 
El CHEMICAL 
E SLIP 
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RIVAL SWAMPMONSTER 




6” Brown 

W05698 Steel-Toe 



• Waterproof Full-Grain leather upper 

• TPU Shell 

• Moisture Managing Mesh with waterproof membrane 
lining 

• Removable Open-Cell Polyurethane cushioned footbed 

• Rubber Lug outsole 

• Nylon shank 

• Cement construction 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 
M 7-12,13,14; EW 7-12,13 

At-Once 
6-WB0527 
10- WB0038 



OUTSOLE 

RESISTANCE 

El OIL 
El WATER 
El ABRASION 
El CHEMICAL 
El SLIP 



6” Tan 

W05699 Steel-Toe 


CRAWFORD 

ALL WEATHER WELT 



6” Dark Brown 

W04661 Steel-Toe 



• Waterproof Full-Grain leather upper 

• Protective toe-bumper 

• Moisture Managing Mesh lining 

• Removable full-cushion footbed 

• PU midsole 

• Rubber/Polyurethane Lug outsole 

• Nylon shank 

• Direct-Attach construction 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 

M 7-12,13,14; EW 7-12,13 
At-Once 

6-WB0557 

10-WB0548 



OUTSOLE 

RESISTANCE 

El OIL 
El WATER 
M ABRASION 
El CHEMICAL 
H HEAT 
M SLIP 



10” Dark Brown 

W04664 Steel-Toe 
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D 



BONAVENTURE 



6” Black 

W04406 Steel-Toe 


^ • Waterproof Full-Grain leather upper 

WATE pr qx> f # Moisture Managing Mesh with waterproof membrane 
lining 

• Removable Open-Cell Polyurethane cushioned footbed 

• Ultra-Light EVA midsole 

• Rubber Lug outsole 

• Nylon shank 

• Cement construction 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 
M 7-12,13,14; EW 7-12,13 

At-Once 

WB0046/0516 



6” Brown 

W04405 Steel-Toe 
W04417 Soft-Toe 


HARRISON 




6” Brown 

W04904 Steel-Toe** 
W04906 Soft-Toe** 



6” Dark Brown 

W05685 Soft-Toe/Gore-Tex® 
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• Full-Grain Leather upper 

• Gore-Tex® or Moisture Managing Mesh lining 

• Removable open-cell PU cushion footbed 

• Rubber/Polyurethane Lug outsole 

• Nylon shank 

• Cement construction 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 
M 7-12,13,14; EW 7-12,13 

**M 7-12,13,14,15,16; EW 7-12,13,14,15; 4E 7-12, 
13,14,15 

At-Once 

WB0516/0095 
G-WB0527 



OUTSOLE 

RESISTANCE 

E OIL 
E WATER 
E ABRASION 
E CHEMICAL 
E HEAT 
E SLIP 



OUTSOLE 

RESISTANCE 

E OIL 
E WATER 
E ABRASION 
E CHEMICAL 
E HEAT 
E SLIP 
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HARRISON 




6” Wheat 

W05065 Steel-Toe 



• Waterproof Nubuck Leather Upper 

• Moisture Managing Mesh with waterproof membrane 
lining 

• Removable open-cell PU cushion footbed 

• Rubber/Polyurethane Lug outsole 

• Nylon shank 

• Cement construction 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 
M 7-12,13,14; EW 7-12,13 

At-Once 

WB0576 



OUTSOLE 

RESISTANCE 


El OIL 
El WATER 
El ABRASION 
El CHEMICAL 
El HEAT 
El SLIP 


MARQUETTE 



6” Brown 

W04713 Steel-Toe 
W04735 Soft-Toe 


• Full-Grain leather upper 

• Moisture Managing Mesh lining 

• Removable open-cell PU cushion footbed 

• Rubber Lug/PU outsole 

• Nylon shank 

• Cement construction 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 
M 7-12,13,14; EW 7-12,13,14 
At-Once 

WB0095/0565 



OUTSOLE 

RESISTANCE 

El OIL 
El WATER 
M ABRASION 
El CHEMICAL 
H HEAT 
M SLIP 



6” Black 

W04714 Steel-Toe 
W04736 Soft-Toe 
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HERRIN 



8” Tan 

W08393 Steel-Toe 
W08394 Soft-Toe 


• Full-Grain leather upper 

• Unlined 

• Removable full-cushion footbed 

• Rubber/Polyurethane Lug outsole 

• Nylon shank 

• Goodyear™ Welt construction 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 

M 7-12,13,14; EW 7-12,13 
At-Once 

8-WB0557/0507 

10-WB0557 


OUTSOLE 

RESISTANCE 

E OIL 
E WATER 
E ABRASION 
E CHEMICAL 
E HEAT 
E SLIP 




10” Brown 

W08377 Steel-Toe 


JAVELINA HIGH PLAINS 


WESTERN WELLINGTON 



10” Blue 

W10244 Steel-Toe 


• Full-Grain leather upper 

• Moisture Managing Mesh lining 

• OrthoLite® removable cushion footbed 

• Ultra-Light EVA midsole 

• Rubber Lug outsole 

• Full-Length Nylon stabilizer 

• Steel shank 

• Goodyear™ Welt construction 

• Weight: W10244 30.61 oz 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 

M 7-12,13,14; EW 7-12,13 
At-Once 

WB0559 



OUTSOLE 

RESISTANCE 

E OIL 
E WATER 
E ABRASION 
E CHEMICAL 
E HEAT 
E SLIP 


72 WOLVERINE F17 WORK/OUTDOOR CATALOG 


5S Work Outdoor Fall 17 Catalog v8.indd 72 


10/19/16 10:44 AM 






JAVELINA 

SQUARE-TOE WELLINGTON 

d§| El El [fel 



10” Dark Brown/Ox Blood 

W02784 Soft-Toe 


• Full-Grain leather upper 

• Moisture Managing Mesh lining 

• OrthoLite® removable cushion footbed 

• Ultra-Light EVA midsole 

• Rubber Lug outsole 

• Full-Length Nylon stabilizer 

• Steel shank 

• Goodyear™ Welt construction 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 

M 7-12,13,14; EW 7-12,13 
At-Once 

WB0049/0588 



OUTSOLE 

RESISTANCE 

El OIL 
El WATER 
El ABRASION 
El HEAT 
El SLIP 


DD WORK BESTSELLER 





10” Brown 

W04707 Steel-Toe BEST SELLER 
W04727 Soft-Toe BEST SELLER 


• Nubuck leather upper 

• Unlined 

• Removable full-cushion footbed 

• Rubber/Polyurethane Lug outsole 

• Nylon shank 

• Goodyear™ Welt construction 

• Weight: W04707 30.54 oz, W04727 28.36 oz 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 

M 7-12,13,14; EW 7-12,13,14 
At-Once 

WB0067/0017 



OUTSOLE 

RESISTANCE 

El OIL 
El WATER 
M ABRASION 
El CHEMICAL 
H HEAT 
M SLIP 


MAP pricing 
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DD WORK 




6” Brown 

W04013 Steel-Toe 


• Full-Grain leather upper 

• Moisture Managing Mesh lining 

• Removable full-cushion footbed 

• Dual-Density Polyurethane outsole 

• Nylon shank 

• Goodyear™ Welt construction 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 

M 7-12,13,14; EW 7-12,13,14 
At-Once 

WB0017 



OUTSOLE 

RESISTANCE 

B OIL 
E WATER 
B ABRASION 
B SLIP 


WORK WELT 





10” Peanut 

W03146 Steel-Toe 
W03246 Soft-Toe 


• Full-Grain leather upper 

• Unlined 

• Removable full-cushion footbed 

• Lightweight rubberlon outsole 

• Nylon shank 

• Goodyear™ Welt construction 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 

M 7-12,13,14; W 7-12,13 
At-Once 

WB0037/0507 



OUTSOLE 

RESISTANCE 

B OIL 
B WATER 
B ABRASION 
B CHEMICAL 
B SLIP 
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GOLD BOOT 



6” Wheat 

W01041 Soft-Toe 


iris 

WATERPROOF 

3M 

ThinsulateUltiu 

INSULATION 


• Waterproof Nubuck leather upper 

• Moisture Managing Mesh lining 

• 400 grams 3M™ Thinsulate™ Ultra Insulation 

• Removable full-cushion footbed 

• PU midsole 

• Rubber/Polyurethane Lug outsole 

• Nylon shank 

• Direct-Attach construction 

M 7-12,13,14; EW 7-12,13 
At-Once 

WB0596 



OUTSOLE 

RESISTANCE 

El OIL 
El WATER 
El ABRASION 
El CHEMICAL 
El HEAT 
El SLIP 


GOLD BOOT 



6” Gold 

W01134 Soft-Toe 


iris 

WATERPROOF 


• Waterproof Nubuck leather upper 

• Moisture Managing Mesh lining 

• Removable full-cushion footbed 
•Advanced Comfort PU midsole 

• Rubber Lug outsole 

• Nylon shank 

• Direct-Attach construction 
M 7-12,13,14; EW 7-12,13 
At-Once 

WB0596 



OUTSOLE 

RESISTANCE 

El OIL 
El WATER 
M ABRASION 
El CHEMICAL 
H HEAT 
M SLIP 
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GOLD BOOT 



6” Gold 

W01191 Soft-Toe 



8” Gold 

W01195 Soft-Toe 


GOLD BOOT 



8” Gold 

W01199 Soft-Toe 
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INSULATED 


•Waterproof Wolverine® Performance leather upper 

• Moisture Managing Mesh lining 

• Thermal Foam Insulation 

• Removable full-cushion footbed 
•Advanced Comfort PU midsole 

• Rubber Lug outsole 

• Nylon shank 

• Direct-Attach construction 

• Weight: W01195 25.96 oz, W01191 23.88 oz 
M 7-12,13,14; W 7-12,13 

At-Once 

6-WB0556 

8-WB0586 



OUTSOLE 

RESISTANCE 

E OIL 
E WATER 
E ABRASION 
E CHEMICAL 
E HEAT 
E SLIP 


WATERPROOF 


ThinsulateVltra 


• Waterproof Nubuck leather and 1000 Denier Nylon 
upper 

• Moisture Managing Mesh lining 

• 400 grams 3M™ Thinsulate™ Ultra Insulation 

• Removable full-cushion footbed 
•Advanced Comfort PU midsole 

• Vibram® Rubber Lug outsole 

• Nylon shank 

• Direct-Attach construction 
M 7-12,13,14; EW 7-12,13 
At-Once 

WB0557 



OUTSOLE 

RESISTANCE 

E OIL 
E WATER 
E ABRASION 
E CHEMICAL 
E HEAT 
E SLIP 
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WOLVERINE® GOLD BOOT 



8" Gold 

W01214 Soft-Toe 



• Waterproof Nubuck leather and 1000 Denier Nylon 
upper 

• Gore-Tex® waterproof membrane lining 

• 400 grams 3M™ Thinsulate™ Ultra Insulation 

• Removable full-cushion footbed 
•Advanced Comfort PU midsole 

• Vibram® Rubber Lug outsole 

• Nylon shank 

• Direct-Attach construction 
M 7-12,13,14; EW 7-12,13 
At-Once 

WB0589 




OUTSOLE 

RESISTANCE 

El OIL 
El WATER 
El ABRASION 
El CHEMICAL 
El HEAT 
El SLIP 


DUBLIN 



6” Wheat 

W04780 Soft-Toe 


lf> 

WATERPROOF 


3M 

Thinsulate 

INSULATION 


• Waterproof Nubuck leather upper 

• Moisture Managing Mesh with waterproof membrane 
lining 

• 200 grams of 3M™ Thinsulate™ Insulation 

• Removable open-cell PU cushion footbed 
•Advanced Comfort PU midsole 

• Rubber Lug outsole 

• Nylon shank 

• Opanka construction 
•Weight: W04780 21.06 oz 
M 7-12,13,14; EW 7-12,13 
At-Once 

WB0037 



OUTSOLE 

RESISTANCE 

El OIL 
El WATER 
M ABRASION 
El CHEMICAL 
El SLIP 
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POLK 



6” Gold 

W10286 Soft-Toe 


CHESAPEAKE 

LOGGER 



8” Brown 

W05523 Steel-Toe 
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INSULATED 


Security Friendly 

NON- METALLIC FOOTWEAR 


• Waterproof Nubuck leather upper 

• Non-metallic hardware 

• Moisture Managing Mesh with waterproof membrane 
lining 

• Thermal Foam Insulation 

• Removable Open-Cell Polyurethane Cushioned footbed 
•Advanced Comfort PU midsole 

• Rubber Lug outsole 

• Nylon shank 

• Direct-Attach construction 



• Composite-Toe ASTM F2413-11 M 1/75 C/75 EH 

M 7-12,13,14; EW 7-12,13 
At-Once 

WB0086 


OUTSOLE 

RESISTANCE 

B OIL 
B WATER 
B ABRASION 
B SLIP 



• Waterproof Full-Grain leather upper 

• Gore-Tex® waterproof membrane lining 

• 400 grams 3M™ Thinsulate™ Ultra Insulation 

• Removable open-cell PU cushion footbed 

• Vibram® Rubber Lug outsole 

• Steel shank 

• Goodyear™ Welt construction 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 

M 7-12,13,14; EW 7-12,13 
At-Once 

WB05211 



OUTSOLE 

RESISTANCE 

B OIL 
B WATER 
B ABRASION 
B CHEMICAL 
B HEAT 
B SLIP 
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SNYDER 

LOGGER 



8” Brown 

W06077 Steel-Toe 



3M 

ThinsulateWm ) 

INSULATION 

extreme performance for footwear 


• Waterproof Full-Grain leather upper 

• Moisture Managing Mesh with waterproof membrane 
lining 

• 400 grams 3M™ Thinsulate™ Ultra Insulation 

• Removable open-cell PU cushion footbed 

• Rubber Lug outsole 

• Steel shank 

• Goodyear™ Welt construction 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 

M 7-12,13,14; EW 7-12,13 
At-Once 

WB0508 



OUTSOLE 

RESISTANCE 


El OIL 
El WATER 
El ABRASION 
El CHEMICAL 
El HEAT 
El SLIP 


M0C-T0E 




6” Brown 

W08404 Steel-Toe 


• Full-Grain leather upper 

• Moisture Managing Mesh lining 

• Removable full-cushion footbed 

• Rubber Lug outsole 

• Nylon shank 

• Cement construction 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 
M 7-12,13,14; EW 7-12,13 

At-Once 

WB0026 



OUTSOLE 

RESISTANCE 

El OIL 
El ABRASION 
M CHEMICAL 


WOLVERINE.COM 79 


79726 WBS Work Outdoor Fall 17 Catalog v8.indd 79 


10/19/1 1 










WORK WEDGE BESTSELLER 




6” Tan 

W08289 Steel-Toe 
W08288Soft-Toe BESTSELLER 


• Full-Grain leather upper 

• Unlined 

• Removable full-cushion footbed 

• PU wedge outsole 

• Nylon shank 

• Goodyear™ Welt construction 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 

M 7-12,13,14; EW 7-12,13 
At-Once 

6-WB0096/0566 

10-WB0096 



OUTSOLE 

RESISTANCE 

E OIL 
E WATER 
E ABRASION 



10” Tan 

W08285 Soft-Toe 


HUDSON BESTSELLER 

HIKER 




Mid-Cut Brown 

W06654 Steel-Toe 


• Nubuck leather and mesh upper 

• Moisture Managing Mesh lining 

• Removable full-cushion footbed 

• Rubber Cup outsole 

• Nylon shank 

• Cement construction 

• Weight: W02194 23.21 oz 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 
M 7-12,13,14; EW 7-12,13 

At-Once 

WB0545 

WB0035* 



OUTSOLE 

RESISTANCE 

E OIL 
E WATER 
E ABRASION 
E CHEMICAL 
E SLIP 



Mid-Cut Dark Brown* 

W02194 Steel-Toe BEST SELLER 
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AMHERST 

TRAIL HIKER 



Navy Blue 

W02300 Composite-Toe 


• Breathable Mesh and TPU support upper 
security Friendly • Vegan Friendly 

N 0 N-METALLIC F O O t^ A R 

• Moisture Managing Mesh lining 

• Removable full-cushion footbed 

• Ultra-Light EVA midsole 

• Rubber Lug outsole 

• Nylon shank 

• Cement construction 

• Composite-Toe ASTM F2413-11 M 1/75 C/75 EH 

M 7-12,13,14; EW 7-12,13 
At-Once 

WB0525 



OUTSOLE 

RESISTANCE 

El OIL 
El WATER 
El ABRASION 
El SLIP 



Gunmetal 

W02302 Composite-Toe 


DURANT 

HIKER 



Mid-Cut Light Brown/Orange 

W02625 Steel-Toe 



• Nubuck leather and mesh upper 

• Moisture Managing Mesh with Waterproof Membrane 
lining 

• Removable full-cushion footbed 

• Rubber Cup outsole 

• Nylon shank 

• Cement construction 
•Weight: 25.18 oz 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 

M 7-12,13,14; EW 7-12,13 
At-Once 

WB0085 



OUTSOLE 

RESISTANCE 

El OIL 
El WATER 
M ABRASION 
El CHEMICAL 
El SLIP 
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D 



BENNETT 

HIKER 



Mid-Cut Black/Grey 

W04117 Steel-Toe 



• Americana leather upper 

• Moisture Managing Mesh with Waterproof Membrane 
lining 

• Removable full-cushion footbed 

• Rubber Cup outsole 

• Nylon shank 

• Cement construction 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 
M 7-12,13,14; EW 7-12,13 

At-Once 

WB0526 



OUTSOLE 

RESISTANCE 


E OIL 
E WATER 
E ABRASION 
E CHEMICAL 
E HEAT 
E SLIP 


POTOMAC BESTSELLER 

HIKER 



6” Brown 

W04349Steel-Toe BESTSELLER 


• Nubuck leather upper 

• Moisture Managing Mesh lining 

• Removable open-cell PU cushion footbed 

• Ultra-Light EVA midsole 

• Rubber Lug outsole 

• Nylon shank 

• Cement construction 
•Weight: 23.17 oz 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 

M 7-12,13,14; EW 7-12,13 
At-Once 

WB0595 



OUTSOLE 

RESISTANCE 

E OIL 
E WATER 
E ABRASION 
E CHEMICAL 
E HEAT 
E SLIP 
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BRIGHTON 

HIKER 




Mid-Cut Hedge/Black 

W04624 Steel-Toe 


• Suede leather and mesh upper 

• Moisture Managing Mesh lining 

• Removable full-cushion footbed 

• Rubber Cup outsole 

• Nylon shank 

• Cement construction 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 
M 7-12,13,14; EW 7-12,13 

At-Once 

WB0074 



OUTSOLE 

RESISTANCE 

El OIL 
El WATER 
El ABRASION 
El CHEMICAL 
El SLIP 


KINGMONT 

HIKER 




Mid-Cut Brown 

W05094 Composite-Toe 


Security Friendly 

N 0 N-METALL IC FO0TWEA R 


• Full-Grain and Suede Leather upper 

• Internal Metatarsal Guard 

• Moisture Managing Mesh lining 

• Removable full-cushion footbed 

• Ultra-Light EVA midsole 

• Rubber Lug outsole 

• Nylon shank 

• Cement construction 

• Composite-Toe ASTM F2413-11 M 1/75 C/75 Mt/75 EH 

M 5-12,13,14; EW 7-12,13 
At-Once 

WB0007 



OUTSOLE 

RESISTANCE 

El OIL 
El WATER 
M ABRASION 
El CHEMICAL 
H HEAT 
M SLIP 
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D 



^ • Waterproof Nubuck leather upper 

• Moisture Managing Mesh lining 

• Removable full-cushion footbed 

• Rubber Cup outsole 

• Nylon Shank 

• Cement construction 

• Weight: W05103 22.99 oz 
M 7-12,13,14; EW 7-12,13 
At-Once 

WB0094 



OUTSOLE 

RESISTANCE 


FULTON 

HIKER 



Tan/Black 

W05107 Soft-Toe 


• Suede leather and Nylon Mesh upper 

• Moisture Managing Mesh lining 

• Removable full-cushion footbed 

• Rubber Cup outsole 

• Nylon Shank 

• Cement construction 

M 7-12,13,14; EW 7-12,13 

At-Once 

WB0514 



OUTSOLE 

RESISTANCE 
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WILDERNESS 

HIKER 



Gunmetal 

W05745 Soft-Toe 


^ / ^ • Waterproof Suede and mesh upper 

• Moisture Managing Mesh lining with Waterproof 
Membrane 

• Removable full-cushion footbed 

• Ultra-Light compression molded EVA midsole 

• Rubber Lug outsole 

• Nylon Shank 

• Cement construction 

M 7-12,13,14; EW 7-12,13 

At-Once 

WB0575 



OUTSOLE 

RESISTANCE 


DAYTON 



Brown 

W10072 Composite-Toe 


• Americana leather upper 

• Moisture Managing Mesh lining 

• Ultra-Light EVA midsole 

• Vibram® Rubber Lug outsole 

• Nylon shank 

• Cement construction 

• Composite-Toe ASTM F2413-11 M 1/75 C/75 EH 

M 7-12,13,14; EW 7-12,13 
At-Once 

WB0095 

OUTSOLE 

RESISTANCE 

El OIL 
IE WATER 
El ABRASION 
El SLIP 
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BLACKLEDGE MID LX 

LEATHER HIKER 



Mid-Cut Cigar/Gold 

W10397 Steel-Toe 



• Waterproof Full-Grain Leather upper 

• Moisture Managing Mesh with waterproof membrane 
lining 

• Removable full-cushion footbed 

• Compression Molded EVA midsole 

• Rubber Lug outsole 

• Nylon Shank 

• Cement construction 

• Weight: Steel-Toe 24 oz 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 
M 7-12,13,14; EW 7-12,13 

At-Once 

WB0585 


BRENNER 

OXFORD 



• Full-Grain leather upper 

• Moisture Managing Mesh lining 

• Stitch-in pillow comfort sockliner footbed 

• Ultra-Light EVA midsole 

• Rubber outsole 

• Nylon shank 

• Opanka construction 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 
M 7-12,13,14; EW 7-12,13 

At-Once 

WB0555 


Slip-On Brown 

W10190 Soft-Toe 
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EDGE FX ^ 

EPX” WATERPROOF CARBON MAX' WORK BOOT 



Grey/Blue 

W10550 Composite-Toe 



ANTI-FATIGUE 


CARBONMAXG 



waterproof! 

PLUS fei 


• Upper: Waterproof Mesh with Leather Trim 

• Lining: Moisture Managing Mesh with Waterproof 
Membrane 

• Footbed: Removable dual-density PU EPX™ Anti-Fatigue 

• Midsole: Ultra-Light Compression Molded EVA and PU 

• Outsole: Rubber Lug 

• Shank: Nylon 

•Weight: Composite-Toe 20.14oz 

Soft-Toe 18.34 oz 

• ASTM F2413-11 
M 5-10,11; W 5-10 
At-Once 

WB0576 


EDGE LX NEW O 

WOLVERINE EPX” ANTI-FATIGUE 



5.5” GREY/BLUE 

W10664 Composite-Toe 



ANTI-FATIGUE 


CARBONMAXG 



waterproof! 



• Upper: Waterproof Nubuck Leather 

• Lining: Moisture Wicking Mesh 

• Footbed: Removable Dual-Density PU EPX™ 
Anti-Fatigue 

• Midsole: Ultra-Light Compression Molded EVA and PU 

• Outsole: Rubber Lug 

• Cement Construction 

• Nylon Shank 

•ASTM F2413-11 FI/75 C/75 EH 

M 5-10,11; W 5-10 
2/1 

WB0537 
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OUTSOLE 

RESISTANCE 

B OIL 
B WATER 
B ABRASION 
B CHEMICAL 
B SLIP 
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RUSH ESD NEW ^ 

CARBONMAX* SAFETY TOE HIKER 



Navy/Pink 

W10671 Composite-Toe 


CARBONMAXG • Upper: Mesh and TPU 

• Lining: Moisture Wicking Mesh 
security Friendly • Footbed: Removable Memory Foam 

N 0 (KjWfTXUI (Tf01)TWEAR 

• Midsole: High Performance RMAT® Rubber EVA Blend 

• Outsole: Rubber Lug 

• Cement Construction 

• Nylon Shank 

• Weight: 15.59oz 

• ASTM F2413-11 FI/75 C/75 SD 
M 5-10,11; W 5-10 

2/1 

WB0525 



OUTSOLE 

RESISTANCE 

El OIL 
El WATER 
El ABRASION 
El SLIP 


FLETCHER LOW O 

CARBONMAX* WATERPROOF HIKER 




Grey/Blue 

W10580 Composite-Toe 


CARBONMAXG 

WATERPROOF 

". 

A L 

Security Friendly 


• Upper: Fabric with Leather Frame for Support 

• Lining: Moisture Managing Mesh with Waterproof 
Membrane 

• Footbed: Removable Full-Cushion 

• Midsole: Ultra-Light Compression Molded EVA 

• Outsole: Rubber Lug 

• Shank: Nylon 
•Weight: 13.72 oz 
•ASTM F2413-11 
M 5-10,11; W 5-10 
At-Once 
WB0055 



OUTSOLE 

RESISTANCE 

El OIL 
H WATER 
El ABRASION 
El SLIP 
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FLETCHER MID O 

CARBONMAX* WATERPROOF HIKER 



Grey/Blue 

W10605 Composite-Toe 


CARBONMAXG 


WATERPROOF 


• Upper: Fabric with Leather Frame for Support 

• Lining: Moisture Managing Mesh with Waterproof 
Membrane 

• Footbed: Removable Full-Cushion 

• Midsole: Ultra-Light Compression Molded EVA 

• Outsole: Rubber Lug 

• Shank: Nylon 
•Weight: 17.18 oz 

• ASTM F2413-11 
M 5-10,11; W 5-10 
At-Once 
WB0575 



OUTSOLE 

RESISTANCE 

B OIL 
E WATER 
B ABRASION 
B SLIP 


FLOORHAND BESTSELLER O 

6” BOOT 



6” Wheat 

W10697 Soft-Toe 


WATERPROOF 


• Upper: Waterproof Full-Grain Leather 

• Lining: Moisture Wicking Mesh 

• Footbed: Removable Full-Cushion 

• Midsole: Rubber 

• Outsole: Rubber 

• Cement Construction 

• Nylon Shank 

• F2413-11 Ml/75 C75 EH 
M 7-12,13,14; EW 7-12,13 
8/1 

WB0005/0574 



OUTSOLE 

RESISTANCE 

B OIL 
B WATER 
B ABRASION 
B SLIP 


6” Dk Brown 10” Dk Brown 

W10698 Soft-Toe W10699 Steel-Toe 

W10700 Soft-Toe 
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PIPER BESTSELLER 

PEAK AG ANTI-GRAVITY 



6” Brown 

W10180 Composite-Toe BEST SELLER 
W10182 Soft-Toe 


PEA\KAG 

l 

WATERPROOF 

Ji 

Security Friendly 

N ONMETALlI CFOOTWEA R 


• Waterproof Full-Grain leather upper 

• Non-metallic hardware 

• Moisture Managing Mesh with waterproof membrane 
lining 

• Removable Open-Cell Polyurethane cushioned footbed 

• Ultra-Light EVA midsole 

• Rubber Lug outsole 

• Nylon shank 

• Cement construction 

• Composite-Toe ASTM F2413-11 F1/75 C/75 EH 

M 5-10,11; W 5-10 
At-Once 

WB0036/0506 



OUTSOLE 

RESISTANCE 

El OIL 
El WATER 
El ABRASION 
El CHEMICAL 
El HEAT 
El SLIP 



6” Black 

W10181 Composite-Toe 


MERLIN 

PEAK AG ANTI-GRAVITY 




PEA\Kag 



A 

Security Friendly 

NON-METALLIC TOOTWEAR 



• Waterproof Americana leather upper 

• Moisture Managing Mesh with Waterproof Membrane 
lining 

• Removable Open-Cell Polyurethane cushioned footbed 

• Ultra-Light EVA midsole 

• Rubber Lug outsole 

• Nylon shank 

• Cement construction 

• Composite-Toe ASTM F2413-11 F1/75 C/75 EH 

M 5-10,11; W 5-10 
At-Once 

WB0596 



OUTSOLE 

RESISTANCE 

El OIL 
H WATER 
El ABRASION 
El SLIP 
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HARRISON 

WORK BOOT 




6” Brown 

W04675 Steel-Toe 
W04677 Soft-Toe 


• Full-Grain leather upper 

• Moisture Managing Mesh lining 

• Removable full-cushion footbed 

• Rubber/Polyurethane Lug outsole 

• Nylon shank 

• Cement construction 

• Steel-Toe ASTM F2413-11 F1/75 C/75 EH 
M 5-10,11; W 5-10 

At-Once 

WB0506/WB0085 



OUTSOLE 

RESISTANCE 

E OIL 
E WATER 
E ABRASION 
E CHEMICAL 
E HEAT 
E SLIP 


BAILEY 




Slip-On Brown 

W10192 Steel-Toe 


• Full-Grain leather upper 

• Moisture Managing Mesh lining 

• Stitch-in pillow comfort sockliner footbed 

• Ultra-Light EVA midsole 

• Rubber Lug outsole 

• Nylon shank 

• Opanka construction 

• Steel-Toe ASTM F2413-11 F1/75 C/75 EH 
M 6-10,11; W 6-10 

At-Once 

WB0085 



OUTSOLE 

RESISTANCE 

E OIL 
E WATER 
E ABRASION 
E SLIP 
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CHISEL 

HIKER 




Mid-Cut Dark Brown 

W10349 Steel-Toe 


• Full-Grain leather and Mesh upper 

• Moisture Managing Mesh lining 

• Removable Open-Cell Polyurethane cushioned toothed 

• Ultra-Light EVA midsole 

• Rubber Lug outsole 

• Nylon shank 

• Cement construction 

• Steel-Toe ASTM F2413-11 F1/75 C/75 EH 
M 5-10,11; W 5-10 

At-Once 

WB0065 



OUTSOLE 

RESISTANCE 

El OIL 
El WATER 
El ABRASION 
El HEAT 
El SLIP 
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WOLVERINE CLAW ^ 

WOLVERINE DURASHOCKS® 



Brown/Real Tree 

W10639 Composite-Toe 
W20477 Soft-Toe 


WOLVERINE FURY 

WOLVERINE DURASHOCKS’ 



Brown/Real Tree 

W20476 
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WOLVERINE 


IHNOLOGY 


CARBONMAXO 



waterproofI 

PLUS cA 


ThinsulateVUra 

INSULATION 

extreme performance for footwear 

REALTREE 


• Upper: Fabric/Leather 

• Lining: Moisture Wicking Mesh 

• Footbed: Removable OrthoLite® Cushioned Footbed 

• Midsole: Ultra-Light Compression Molded EVA 

• Outsole: Wolverine DuraShocks® Rubber Lug 

• Direct-Attach Construction 

• Nylon Shank 

• TPU Toe Protection 

• 400g Thinsulate Ultra 

M 7-12,13,14; EW 7-12,13 
8/1 

WB0009/0578 



WOLVERINE 


DURASHOCKS® 

COMFORT*TECHNOLOGY 



waterproofI 

plus 


ThinsulateUlIru 

INSULATION 

extreme performance for footwear 

REALTREE 


• Upper: Fabric/Leather 

• Lining: Moisture Wicking Mesh 

• Footbed: Removable OrthoLite® Cushioned Footbed 

• Midsole: Ultra-Light Compression Molded EVA 

• Outsole: Wolverine DuraShocks® Rubber Lug 

• Goodyear™ Welt Construction 

• Nylon Shank 

• Reinforced Toe 

• 800g Thinsulate Ultra 

M 7-12,13,14; EW 7-12,13 
8/1 

WB0059 
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WOLVERINE BLAZE ^ 

EPX 



RealTree Xtra 

W20474 

W20479 



<&> 

REALTREE 


• Upper: Durable 8mm Neoprene/Rubber 

• Lining: Moisture Wicking Mesh 

• Footbed: Removable Dual-Density PU EPX™ 
Anti-Fatigue 

• Midsole: Ultra-Light Compression Molded EVA 

• Outsole: TPU 

• Cement Construction 

• Nylon Shank 

• Rear Closure for Easy Adjustment 

• Large Heel Kicker for Easy Boot Removal 

• 800g Thinsulate Ultra 

M 7-14 
8/1 

W20474 INS-WB0578 
W20479-WB0528 



ARCHER ^ 

EPX 



8” RealTree Xtra 

W20472 



• Upper: 900 Denier Polyester with TPU Reinforcement 

• Lining: Moisture Wicking Mesh 

• Footbed: Removable Dual-Density PU EPX™ 
Anti-Fatigue 

• Midsole: Ultra-Light Compression Molded EVA 

• Outsole: TPU with Camo Wrap 

• Cement Construction 

• W20473: Non-lnsulated 

• W20472: 800g Thinsulate Ultra 

• W20471:1200g Thinsulate Ultra 

• W20470:400g Thinsulate Ultra 
M 7-12,13,14; EW 7-12,13 
8/1 

8-WB0577 

10-WB0528 




10” RealTree Xtra 

W20471 
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BLACKTAIL ® 

EPX 


Brown 

W20467 Composite-Toe Non-INS 




ANTI-FATIGUE 


CARBONMAXG 



waterproofI 

PLUS 


3M 

ThinsulateUltm 

INSULATION 

extreme performance for footwear 



• Upper: Waterproof Full-Grain Leather 

• Lining: Moisture Wicking Mesh 

• Footbed: Removable Dual-Density PU EPX™ 
Anti-Fatigue 

• Midsole: Ultra-Light Compression Molded EVA 

• Outsole: Vibram® Rubber Lug 

• Goodyear™ Welt Construction with Leather Welt 

• W20467: Non-lnsulated 

• W20468: 600g Thinsulate Ultra 

• W20469: lOOOg Thinsulate Ultra 

• F2413-11 Ml/75 C75 EH 
M 7-12,13,14; EW 7-12,13 
8/1 

W20467-WB00011 

W20468-WB00511 

W20469-WB00021 

W20478-WB05211 




Brown Brown 

W20468 Composite-Toe INS W20469 Composite-Toe INS 

W20478 Soft-Toe 


CROSSBUCK LX ^ 

EPX 



Summer Brown 

W20465 


ARCTIC 

GRIK 



WATERPROOF^ 

PLUS^J 


3M 

ThinsulateUltiu 

INSULATION 

extreme performance for footwear 


• Upper: Waterproof Full-Grain Leather 

• Lining: Moisture Wicking Mesh 

• Footbed: Removable Dual-Density PU EPX™ 
Anti-Fatigue 

• Midsole: Ultra-Light Compression Molded EVA 

• Outsole: Vibram® Polar Ice Grip 

• Cement Construction 

• Nylon Shank 

• Reinforced Toe and Heel 

• 400g Thinsulate Ultra 

M 7-12,13,14; EW 7-12,13 
8/1 

WB0529 
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CROSSBUCK FX O 

EPX 




Brown/Real Tree 

W20466 



waterproof! 

PLUS 


ThinsulateVllm 

INSULATION 

extreme performance for footwear 

REALTREE 


• Upper: Fabric/Leather 

• Lining: Moisture Wicking Mesh 

• Footbed: Removable Dual-Density PU EPX™ 
Anti-Fatigue 

• Midsole: Ultra-Light Compression Molded EVA 

• Outsole: Vibram® Polar Ice Grip 

• Cement Construction 

• Nylon Shank 

• Reinforced Toe and Heel 

• 600g Thinsulate Ultra 

M 7-12,13,14; EW 7-12,13 
8/1 

WB0009 



KING CARIBOU III 



9” RealTree™ Xtra 

W30105 Soft-Toe 


waterproof! * 900 Denier Polyester upper 

PLUS 

• Moisture Managing Mesh with Waterproof Membrane 
Thinsulate^UItiuj lining 

INSULATION 

extreme performance for footwear # gQQ g^g Q f 3 M ™ Th j nSU | ate ™ [j^ 1^^^ 

• Removable full-cushion footbed 

• Ultra-Light compression molded EVA midsole with 
camo wrap 

• TPU wrapped outsole 

• Nylon Shank 

• Cement Construction 

M 7-12,13,14; EW 7-12,13 
At-Once 

WB0027 



^ MAP pricing 
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SIGHTLINE HIGH 



7” Natural/RealTree™ Xtra 

W30112 Sot-Toe/INS 


WATERPROOF 


• Waterproof Americana Leather and 900 Denier 
Polyester upper 

• Moisture Managing Mesh with waterproof membrane 
lining 

• Thermal Foam Insulation 

• Removable open-cell PU cushion footbed 

• Ultra-Light EVA midsole 

• Rubber Lug outsole 

• Nylon Shank 

• Cement Construction 

M 7-12,13,14; EW 7-12,13 

At-Once 

WB0546 



BIG SKY 



8” Brown/Maxi® Brown 

W05551 Composite-Toe 



• Waterproof Nubuck leather and 1000 Denier Nylon with 
Rubber Toe Guard upper 

• Gore-Tex® waterproof membrane lining 
•1000 grams of 3M™ Thinsulate™ Ultra Insulation 

• Removable open-cell PU cushion footbed 

• PU midsole 

• Vibram® Rubber/PU Lug outsole 

• Nylon Shank 

• Goodyear™ welt construction 

• Composite-Toe ASTM F2413-11 M 1/75 C/75 EH 

M 7-12,13,14; EW 7-12,13 
At-Once 

WB00901 
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NOVACK 



8” Brown LX 

W03513 Composite-Toe/INS 
W03511 Soft-Toe/INS 



3M 

ThinsulateWm ) 

INSULATION 

extreme performance for footwear 



• Waterproof leather and 900 Denier Polyester upper 

• Moisture Managing Mesh with waterproof membrane 
lining 

• 1000 grams of 3M™ Thinsulate™ Ultra Insulation 

• Removable full-cushion footbed 

• Vibram® Rubber Lug outsole 

• Nylon Shank 

• Goodyear™ welt construction 

• Composite-Toe ASTM F2413-11 M 1/75 C/75 EH 

M 7-12,13,14; EW 7-12,13 
At-Once 

WB0059/0578 



BIG HORN 



W30089 Soft-Toe 


lr^# 

WATERPROOF 

INSULATED 


• Waterproof leather and 900 Denier Polyester upper 

• Moisture Managing Mesh with waterproof membrane 
lining 

• Expedition 600 Insulation 

• Removable full-cushion footbed 

• Wolverine® Rubberlon Bob outsole 

• Nylon Shank 

• Goodyear™ welt construction 

• Composite-Toe ASTM F2413-11 M 1/75 C/75 EH 

M 7-12,13,14; EW 7-12,13 
At-Once 

WB0027 
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D 



PRAIRIE TREKKER 



8” Angora/Maxi® Brown 

W04795 Steel-Toe 
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3M 

ThinsulateVltm 

INSULATION 

extreme performance for footwear 


• Waterproof Full-Grain Leather and 1000 Denier Nylon 
upper 

• Gore-Tex® waterproof membrane lining 

• 600 grams of 3M™ Thinsulate™ Insulation 

• Removable full-cushion footbed 

• PU midsole 

• Rubber Lug outsole 

• Nylon Shank 

• Direct-Attach construction 

• Steel-Toe ASTM F2413-11 M 1/75 C/75 EH 
M 7-12,13,14; EW 7-12,13 

At-Once 

WB05001 









■ 
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I* 

MW* 


WOMEN’S SIGHTLINE 

MID-CUT 


WAT 



ROOF 



7” Natural/RealTree™ Xtra 

W30118 Soft-Toe/I NS 


• Waterproof Americana leather and 900 Denier 
Polyester upper 

• Moisture Managing Mesh with waterproof membrane 
lining 

• Thermal Foam Insulation 

• Removable open-cell PU cushion footbed 

• Ultra-Light EVA midsole 

• Rubber Lug outsole 

• Nylon Shank 

• Cement Construction 
M 5-10,11; W 5-10 
At-Once 

WB0006 



» 


* 
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tan 







10” Brown 

W10740 Steel-Toe 


DK BROWN 

W10702 Steel-Toe 
W10704 Soft-Toe 

WB0006/0575 


10” DK BROWN 

W10680 Steel-Toe 
W10682 Soft-Toe 



BLADE WELLINGTON 



FLOORHAND WELLY 



WOLVERINE NATION 




10” BROWN 

W10650 Composite-Toe 
W10681 Soft-Toe 




10” DK BROWN 

W10699 Steel-Toe 
W10700 Soft-Toe 


EDGE LX 



OVERMAN 



TARMAC 




10” BROWN 

W10629 Composite-Toe 


CONTOUR WELT 



10” Brown/Black 

W10488 Composite-Toe 
W10624 Soft-Toe 



10” Brown 

W10518 CM Safety-Toe 
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RAIDER 



MARAUDER 




10”Brown 

W02427 Steel-Toe 
W02429 Soft-Toe 


10” Brown 

W02165 Steel-Toe 
W02166 Soft-Toe 


BUCCANEER 



10” Dark Brown 

W04826 Steel-Toe 
W04827 Soft-Toe 


C 0 RSA|R 


ANTHEM 






WOLVERINE 

PUR/ \ SHOCKS 

WATERPROOF 


10” Brown 

W02285 Composite-Toe 


10” Brown 

W02287 Steel-Toe 
W02288 Soft-Toe 


10” Brown 

W10084 Steel-Toe 
W10085 Soft-Toe 


DURASHOCKS® 



ROSCOE MET 



WOLVERINE 

DURASHOCKS ' 


W AT E R P R O O F 


Thinsulate 


10” Brown 

W03258 Steel-Toe 
W03367 Soft-Toe 



10” Brown 

W10511 Composite-Toe 


EXCESS 



10” Tan 

W04695 Soft-Toe 
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METEOR 



10” Dark Brown 

W02357 Steel-Toe 


CRAWFORD 



10” Dark Brown 

W04664 Steel-Toe 


JAVELINA 



10” Dark Brown/Ox Blood 

W02784 Soft-Toe 
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INGHAM 



HERRIN 




JAVELINA HIGH PLAINS 



10” Blue 

W10244 Steel-Toe 


WORK WELT 




10” Peanut 

W03146 Steel-Toe 
W03246 Soft-Toe 
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DD WORK 



DARCO 



WORK WEDGE 




10” Brown 

W04707 Steel-Toe 
W04727 Soft-Toe 


10” Dark Brown 

W02359 Steel-Toe 


10” Tan 

W08285 Soft-Toe 
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Navy 417 

MITER II TEE 
W1202300 

• 100% Cotton Jersey 
185 gsm; 5.5 oz. 

• Sleeve Waffle: 90% Cotton; 10% Polyester 

• 230 gsm; 6.8 oz. 

• Rolled shoulders 

• Faux double layer waffle knit sleeves sewn in at shoulder 

• Double ribbed neck opening 

• Left chest pocket with pencil opening 

• Tagless label 

Colors: Black 003, Bison 202, Olive 341, Navy 417, 
Oxblood 612 
Sizes: M-XXL 



Peat 234 

PORTER SHERPA VEST 
W1204800 (M-XXL) 

• 100% Cotton Canvas - 265 gsm; 7.8 oz. 

• Lining: 100% Polyester Sherpa Fleece - 330 gsm; 9.7 oz. 

• Peached and garment washed 

• Tonal contrast topstitching 

• Embroidered claw logo on back 

• Interior wind flap 

• Interior chest pocket with hook and loop closure 

• Welt pockets 

Colors: Black 003, Granite 045, Chestnut 231, Peat 234, Dark 
Bison 237, Dark Olive 304 
Sizes: M-XXL(W1204800) 


Olive 341 

DENTON QUARTER ZIP 
W1201960 

• 100% Cotton Flatback Thermal 
395 gsm; 11.65 oz. 

• Rolled shoulders 

• Quarter zip collar with metal pull 

• Embroidered claw logo on chest 

• Banded bottom 

Colors: Black 003, Bison 202, Chestnut 231, Olive 341, 
Cadet Blue 435, Burgundy 601 
Sizes: M-XXL 



Whiskey 253 

HOUSTON JACKET 

W1200920 (M-XXL). W1203710 (3X, 4X, LT-XXLT) 

• 100% Cotton Duck Canvas 
405 gsm; 12oz. 

• Body Lining: 100% Polyester Quilted Brushed Tricot with 200 
gsm Polyfill Insulation 

• Sleeve Lining: 100% Polyester Quilted Taffeta with 135 gsm 
Polyfill Insulation 

• Heavy garment washed 

• Rolled shoulders 

• Triple needle topstitching 

• Three-piece hood with draw cord 

• Interior wind-flap 

• Interior chest pockets with velcro closure 

• Kangaroo pockets 

• Banded bottom 

Colors: Black 003, Bison 202, Whiskey 253, Realtree Xtra 996 
Sizes: M-XXL (W1200920) 

3X, 4X, LT-XXLT (W1203710) 
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Rust Plaid 223 


HAMMOND LONG SLEEVE FLANNEL SHIRT 
W1203180 (M-XXL), W1204770 (3X, 4X, LT-XXLT) 

• 100% Cotton Flannel 
170 gsm; 5 oz. 

• Two-sided brushed flannel 

• Button-down collar 

• Durable flat felled seams 

• Left chest pocket 

• Faux wood logo buttonsl 

Colors: Dust Plaid 011, Rust Plaid 223, Peat Plaid 234, Navy 
Plaid 417, Cinnamon Plaid 620, Dark Bison Plaid 237, Red Plaid 
600, Blackwatch Plaid 932 
Sizes: M-XXL (W1203180) 

3X,4X, LT-XXLT (W1204770) 



Dark Denim 401 

HAMMERLOOP PANT 

W1101200 DENIM W1102800 CANVAS 

• 100% Cotton Denim - 407 gsm; 12 oz. 

Enzyme bleached 

• 100% Cotton Duck Canvas - 407 gsm; 12 oz. 

Enzyme washed 

• Triple needle topstitching for reinforcement 

• Hammer loop on left side below back pocket 

• Tool pocket on right side below back pocket 

• Two front slash pockets with watch pocket on right 

• Two back patch pockets 

• Seven belt loops 

Colors: Charcoal 010, Gravel 201, Khaki 236, Hickory 260, Field 
Green 305, Denim 409, Dark Denim 401 
Sizes: Waist: 32-44, Length: 30,32,34 
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4 PACK COTTON CREW SOCK 

W91102670 

FEATURES: 

• 4 Pair Pack 

• 79% Cotton, 21% Nylon 

• Cotton full cushion comfort 

• Smooth toe seams provide all day comfort 

• Ribbed stay-up top for a secure, comfortable fit 

• Crew fit 

• Made in the USA 

Sizes: M, L 


3 PACK COTTON OVER THE 
CALF SOCK 

W91922570 

FEATURES: 

• 3 Pair Pack 

• 79% Cotton, 21% Nylon 

• Cotton full cushion comfort 

• Smooth toe seams provide all day comfort 

• Ribbed stay-up top for a secure, comfortable fit 

• Over the calf fit 

• Made in the USA 

Size: L 


STEEL TOE COTTON MID 
CALF SOCK 

W91100270 

FEATURES: 

• 2 Pair Pack 

• 80% Cotton, 16% Stretch Nylon, 

4% Spandex 

• Natural cotton full cushion comfort 

• Reinforced heel and toe maximize protection 

• Embedded arch support fights against foot 
fatigue 

• Ribbed stay-up top for a secure, comfortable fit 

• Smooth toe seams provide all day comfort 

• Recommended for use with steel toe boot 

• Mid calf fit 

• Made in the USA 

Sizes: L, XL 


STEEL TOE COTTON OVER THE 
CALF SOCK 

W91104070 

FEATURES: 

• 2 Pair Pack 

• 80% Cotton, 16% Stretch Nylon, 

4% Spandex 

• Natural cotton full cushion comfort 

• Reinforced heel and toe maximize protection 

• Embedded arch support fights against foot 
fatigue 

• Ribbed stay-up top for a secure, comfortable fit 

• Smooth toe seams provide all day comfort 

• Recommended for use with steel toe boots 

• Over the calf fit 

• Made in the USA 

Size: L 



White 100 Black 001 Grey 020 


ULTIMATE SAFETY TOE BOOT SOCK 

W91034370 

FEATURES: 

• 1 Pair Pack 

• 80% Polypropylene, 15% Nylon, 5% Spandex 

• Ultra Dri™ moisture wicking for cooler, drier 
comfort 

• Half cushion comfort 

• Reinforced heel and toe protection 

• Embedded arch support fights against foot 
fatigue 

• Targeted cushioning for ultimate comfort and 
protection 

• Overfoot ventilation panels increase 
breathability 

• Ribbed stay-up top for a secure, comfortable fit 

• Smooth toe seams provide all day comfort 

• Recommended for use with safety toe products 

• Mid calf fit 

• Made in the USA 

Size: L 


BESTSELLER 


iVtADE ||v us fl 



STEEL TOE DRY COMFORT ACRYLIC 
BOOT SOCK 

W91100070 (MEN’S) 

W97927070 (WOMEN’S) 

FEATURES: 

• 2 Pair Pack 

• 40% Acrylic, 40% Polyester, 17% Nylon, 

3% Spandex 

• Moisture wicking for cooler, drier comfort 

• Full terry cushion comfort provides impact 
absorption 

• Reinforced heel and toe maximize protection 

• Ribbed stay-up top for a secure, comfortable fit 

• Smooth toe seams provide all day comfort 

• Recommended for use with steel toe boots 

• Crew fit 

• Made in the USA 

Sizes: Men’s L 
Women’s M 



Camo990 Camo 990 


CAMO FULL CUSHION WOOL SOCK 

W91996970 (MEN’S) 

W97995970 (WOMEN’S) 

FEATURES: 

• 2 Pair Pack (1 camo pattern, 1 grey) 

• 60% Acrylic, 20% Merino Wool, 17% Nylon, 
3% Spandex 

• Thermal insulating wool blend 

• Naturally moisture wicking comfort 

• Naturally odor resistant wool 

• Thick full cushion comfort 

• Embedded arch support fights against foot 
fatigue 

• Reinforced heel and toe maximize protection 

• Smooth toe seams provide all day comfort 

• Ribbed stay-up top for a secure, comfortable fit 

• Mid calf fit 

• Made in the USA 

Sizes: Men’s L 
Women’s M 



Navy 417 Red 600 Black 001 


HUNTER WOOL OVER THE CALF 
BOOT SOCK 

W91990270 

FEATURES: 

• 2 Pair Pack 

• 68% Acrylic, 20% Merino Wool, 11% Nylon, 

1% Spandex 

• Naturally moisture wicking comfort 

• Thermal insulating wool blend 

• Naturally odor resistant wool 

• Thick full cushion comfort 

• Embedded arch support fights against foot 
fatigue 

• Reinforced heel and toe maximize protection 

• Ribbed stay-up top for a secure, comfortable fit 

• Smooth toe seams provide all day comfort 

• Over the calf fit 

• Made in the USA 

Size: L 
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SHOE CARE PRODUCTS 


WOLVERINE SHOE CARE PRODUCTS 


D 


W69401 Wolverine Rain & Stain Repellent W69402 Wolverine Leather Conditioner 
12 Per Unit 12 Per Unit 


W69403 Wolverine Cleaner & Conditioner W69404 Wolverine Boot Brush 
12 Per Unit 12 Per Unit 



W69405 Wolverine Water Seal 
12 Per Unit 


W69406 Wolverine Leather Cream 
12 Per Unit 


W69407 Wolverine Mink Oil With 
12 Per Unit 


W69422 Wolverine Saddle Soap 
12 Per Unit 







WOLVERINE LACES AND WOLVERINE CONTOUR WELT LACES 



W69408 45" Gold Laces 
12 Per Unit 

W69409 54" Gold Laces 
12 Per Unit 

W69410 63" Gold Laces 
12 Per Unit 

W69411 72" Gold Laces 
12 Per Unit 

W69412 45" Black Laces 
12 Per Unit 

W69413 54" Black Laces 
12 Per Unit 


W69414 63" Black Laces 
12 Per Unit 

W69415 72" Black Laces 
12 Per Unit 

W69416 45" Brown Laces 
12 Per Unit 

W69417 54" Brown Laces 
12 Per Unit 

W69418 63" Brown Laces 
12 Per Unit 

W69419 72" Brown Laces 
12 Per Unit 


W69640 45" Black 
Wolverine Contour Welt Laces 
12 Per Unit 

W69641 54" Black 
Wolverine Contour Welt Laces 
12 Per Unit 

W69642 63" Black 
Wolverine Contour Welt Laces 
12 Per Unit 

W69643 72" Black 
Wolverine Contour Welt Laces 
12 Per Unit 


W69644 45" Brown 
Wolverine Contour Welt Laces 
12 Per Unit 

W69645 54" Brown 
Wolverine Contour Welt Laces 
12 Per Unit 

W69646 63" Brown 
Wolverine Contour Welt Laces 
12 Per Unit 

W69647 72" Brown 
Wolverine Contour Welt Laces 
12 Per Unit 
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WOLVERINE FUSION® INSOLES 


WOLVERINE DURASHOCKS® INSOLES 


W03005 Single unit 

Men’s whole sizes only, 7-15 



WOLVERINE MULTISW 


W04457 Single unit 

Men's whole sizes only, 7-15 



W03004 Single unit 

Men’s whole sizes only, 5-11 



INSOLES WOLVERINE CONTOUR WELr INSOLES 


W04489 Single unit 

Men's whole sizes only, 7-15 
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COMFORT GUARANTEE 


Try a pair of Wolverine® Contour Welt®, Wolverine MultiShox®, Wolverine DuraShocks®, EPX, Wolverine® Fusion® 180, Wolverine Fusion® or Wolverine ICS™ for 30 days. 
If you’re not completely satisfied that they’re the most comfortable boots or shoes you’ve ever worn, send them back for a full refund. Please call Customer Service 
at 1-866-699-7369. You must provide a dated sales receipt with return. 



WOLVERINE 

FZiSSGtfIBty 


Wolverine Fusion® Means Extreme durability in heavy-duty Work Boots. 
Fusion® 180° provides all day comfort on the toughest of job sites. 



Nylon counter pocket at heel provides 
enhanced fit, reduces abrasion and 
extends life of the boot 


Wolverine Fusion® 180° security stitch 
locks in the failsafe durability from 
arch to arch 


Wolverine Extreme-R outsole 
is heat resistant up to 932° F 
- meets NFPA standard 1971 


Wolverine MultiShox® compression pads 
absorb shock and return energy 
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CARBONMAXO 

NANOTECHNOLOGY SAFETY TOE 


CarbonMAX® is an advanced protection and performance safety-toe. 
CarbonMAX is lightweight, non-conductive to electricity and resists 
extreme cold and heat. 



i— LIGHTER LOAD 

It’s lighter to reduce strain on your 
legs and feet all day long. 


BETTER FIT 

A thinner toe cap wall provides more 
toe room and added comfort. 


STRONG STRUCTURE 

Designed to meet ASTM standards 
and give protection from dangerous 
falling objects. 



Get a perfect fit with the simple turn of a knob, 
free of the stretch, weight, and hassles of 
old-fashioned closures. Enjoy a significantly 
improved level of comfort along with durability, 
light weight, fast and convenient operation 
and on-the-fly adjustment. 


Ibl 


m 

GUARANTEE 1 



Waterproof leather 
and Diesel mesh 


Armortek® 

Abrasion Protection 


Vibram® Rubber Lug 
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WOLVERINE WATERPROOF TECHNOLOGIES 


GORE-TEX® - Renowned as the very best, GORE-TEX has set the industry standard 
for waterproof breathable membranes. Wolverine GORE-TEX boots and shoes are 
waterproof and completely breathable; perspiration easily escapes through the 
membrane and water never gets in, guaranteeing your feet stay dry in more ways than 
one. GORE-TEX is recommended for use in the harshest environments. 



Waterproof - Wolverine waterproof features keep your feet dry and comfortable in a 
variety of environments. 


Waterproof+ - Wolverine Waterproof+ is a highly breathable waterproof membrane that 
guarantees feet stay dry by keeping water out and allowing excess heat and moisture 
to escape. 



waterproof! 

PLUS cA 


3M™ THINSULATE INSULATION 

Less bulky, more warmth - and dries quickly, too. Efficient 3M™ Thinsulate® offers low 
bulk insulation and dries quickly. Made up of thousands of tiny microfibers that trap 
insulating air. 3M™ Thinsulate® Insulation provides increased protection from the cold 
and retains its insulating characteristics even when wet. 


3M 

Thinsulate 

INSULATION 

for footwear 


3M 

Thinsulate^Ultiu 

INSULATION 

extreme performance for footwear 


WORKING FROM THE BOTTOM UP. 


Whether walking to the job site or heading into unpredictable territory, Vibram® soles 
are built from the bottom up and are designed to overcome very specific obstacles 
on a variety of terrains. 

Vibram invests heavily in the research and development of products, never overlooking 
even the most minute detail. Literally dozens of variables are taken into account 
during the creation of a Vibram sole. Two of these are fundamental: Foot movement 
and final use. 



SECURITY FRIENDLY 


Wolverine non-metallic Safety-toe footwear is rated ASTM F2413-11 1/75 C/75 
and is undetectable in electronic security environments. 
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COMBATS ODOR, NATURALLY 


Miles on the trail. Hours on the job. Days on the hunt. 

If you work hard and play hard, sweat is a part of everyday life. But that doesn’t mean 
you have to surrender to stinky, smelly, leave 'em outside boots. CLEANSPORT NXT 
breaks down sweat with powerful enzymes to help prevent odor before it starts. It’s 
100% natural and 24/7 odor control. You can defeat odor with CLEANSPORT NXT. 



PORON EXTREME IMPACT PROTECTION 


Protection so flexible, you have to feel it to believe it. 

Believe it. PORON XRD Met Guards are soft and flexible for comfortable everyday 
wear, but form a hard, protective barrier upon impact. Protecting your feet and 
meeting ASTM standard F2413-11 MT/75 EH for Met Guards, PORON XRD combined 
with Wolverine DuraShocks will change the way you wear your boots. 



extreme 

impact 

protection 


SAFETY ICONS 



Steel-Toe 











'fe' 

WP . 


.mg . 


PR 1\ 


HR 


.SR* 


Waterproof 


Metatarsal Guard Puncture Resistant Heat Resistant 


Slip Resistant 


KEY INDEX 

- MAP pricing 
6-6 inch boot 
8-8 inch boot 


10 - Wellington 
G - GORE-TEX® 

CT - Composite-Toe 


ST - Steel-Toe 
SO - Slip-On 
OX - Oxford 
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W01041.75 

W01134.75 

W01191.76 

W01195.76 

W01199.76 

W01214.77 

W02038.41 

W02053.41 

W02161.52 

W02162.52 

W02163.52 

W02164.52 

W02165.52 

W02166.52 

W02194.80 

W02252.52 

W02253.52 

W02256.52 

W02285.52 

W02287.53 

W02288.53 

W02292.60 

W02293.60 

W02300.81 

W02302.81 

W02349.48 

W02353.48 

W02359.54 

W02362.61 

W02363.61 

W02372.63 

W02376.63 

W02406.54 

W02407.54 

W02410.51 

W02419.51 

W02420.51 

W02421 .51 

W02423.51 

W02425.51 

W02427.51 

W02429.51 

W02563.41 

W02564.41 

W02565.41 

W02566.41 

W02580.41 


W02625.81 

W02639.46 

W02784.73 

W03120.42 

W03121.42 

W03122.42 

W03123.42 

W03126.42 

W03146.74 

W03176.38 

W03177.38 

W03226.42 

W03238.42 

W03246.74 

W03258.42 

W03294.42 

W03295.42 

W03367.42 

W03511 .103 

W03513.103 

W03778.38 

W03779.38 

W04013.74 

W04104.43 

W04105.43 

W04115.43 

W04117.82 

W04306.45 

W04324.45 

W04326.45 

W04327.45 

W04328.45 

W04349.82 

W04373.45 

W04374.45 

W04405.70 

W04406.70 

W04417.70 

W04421 .45 

W04451 .59 

W04452.59 

W04501 .47 

W04624.83 

W04659.60 

W04661 .69 

W04664.69 

W04675.94 


W04677.94 

W04695.48 

W04707.73 

W04713.71 

W04714.71 

W04727.73 

W04735.71 

W04736.71 

W04780.77 

W04795.104 

W04816.51 

W04818.51 

W04820.53 

W04821 .53 

W04822.53 

W04825.53 

W04826.53 

W04827.53 

W04904.70 

W04906.70 

W05065.71 

W05094.83 

W05103.84 

W05107.84 

W05483.68 

W05484.68 

W05523.78 

W05551 . 102 

W05679.59 

W05680.59 

W05685.70 

W05698.69 

W05699.69 

W05745.85 

W06077.79 

W06654.80 

W06682.47 

W06683.47 

W06684.47 

W08285.80 

W08288.80 

W08289.80 

W08377.72 

W08393.72 

W08394.72 

W08397.63 

W08398.63 


W08404.79 

W10072.85 

W10075.64 

W10080.44 

W10081 .44 

W10082.44 

W10083.44 

W10084.44 

W10085.44 

W10103.68 

W10108.68 

W10112.64 

W10113.64 

W10177.66 

W10180.93 

W10181.93 

W10182.93 

W10190.86 

W10192.94 

W10210.66 

W10213.44 

W10214.44 

W10244.72 

W10250.44 

W10258.65 

W10263.67 

W10286.78 

W10304.61 

W10305.61 

W10306.61 

W10308.67 

W10309.67 

W10314.56 

W10315.56 

W10316.56 

W10317.56 

W10318.56 

W10319.56 

W10323.46 

W10325.46 

W10326.56 

W10331 .43 

W10349.95 

W10361 .49 

W10371 .57 

W10383.93 

W10397.86 
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W10483.50 

W10484.50 

W10485.50 

W10487.50 

W10488.50 

W10489.62 

W10490.62 

W10492.62 

W10501 .65 

W10502.65 

W10503.51 

W10505.57 

W10506.57 

W10511.49 

W10531 .57 

W10550.90 

W10551 .55 

W10552.55 

W10553.55 

W10554.55 

W10556.55 

W10557.55 

W10564.55 

W10567.56 

W10568.56 

W10577.62 

W10578.62 

W10580.91 

W10605.92 

W10609.39 

W10610.39 

W10611.39 

W10612.39 

W10613.39 

W10614.40 

W10616.40 

W10617.40 

W10618.40 

W10619.40 

W10620.40 

W10621 .40 

W10622.40 

W10623.40 

W10624.50 

W10625.50 

W10626.50 

W10627.50 


W10628.50 

W10632.20 

W10633.20 

W10634.39 

W10635.39 

W10636.40 

W10638.40 

W10639.98 

W10641 .40 

W10643.20 

W10645.54 

W10646.54 

W10647.54 

W10648.54 

W10649.54 

W10650.58 

W10652.58 

W10653.58 

W10654.58 

W10656.39 

W10657.39 

W10664.90 

W10667.63 

W10668.63 

W10669.63 

W10671 .91 

W10674.18 

W10675.18 

W10676.18 

W10677.30 

W10678.30 

W10680.20 

W10682.20 

W10683.58 

W10691 .20 

W10692.18 

W10693.30 

W10697.92 

W10698.92 

W10699.92 

W10700.92 

W10702.20 

W10704.20 

W10706.58 

W10707.58 

W10708.10 

W10709.10 


W10710.10 

W10711.10 

W10712.11 

W10713.10 

W10715.11 

W10716.10 

W10717.10 

W10718.11 

W10720.10 

W10721 .11 

W10722.17 

W10723.17 

W10724.17 

W10725.17 

W10726.17 

W10727.15 

W10728.15 

W10729.15 

W10730.9 

W10731 .9 

W10732.9 

W10733.13 

W10734.13 

W10735.13 

W10736.15 

W10737.15 

W10738.30 

W10739.30 

W10740.19 

W10741 .19 

W10742.19 

W10743.19 

W10744.19 

W10745.18 

W10747.18 

W10748.18 

W10749.18 

W10750.18 

W10751 . 18 

W10753.30 

W10754.30 

W10756.30 

W10758.19 

W10759.19 

W10760.20 

W10762.20 

W10763.20 


W10764.20 

W10765.20 

W10766.20 

W10767.20 

W20465.100 

W20466.101 

W20467.100 

W20468.100 

W20469.100 

W20471 .99 

W20472.99 

W20474.99 

W20476.98 

W20477.98 

W20478.100 

W20479.99 

W20480.26 

W20481 .35 

W20482.35 

W20483.26 

W20484.26 

W20485.34 

W20486.34 

W20487.25 

W20488.25 

W20489.24 

W20490.24 

W20491 .25 

W20492.25 

W20493.25 

W20494.27 

W20495.27 

W20496.34 

W20497.34 

W20498.26 

W20499.24 

W20500.26 

W30089.103 

W30105.101 

W30112.102 

W30118.108 
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Men’s FI 7 Work 

Blaze Work.15 

Floorhand.20 

Gravity.15 

Jetstream.18 

Jetstream Mid.18 

Loader.19 

Mauler Hiker.17 

Mauler LX.17 

Nation Met Guard.9 

Overpass.11 

Overpass INS.11 

Quest FX.19 

Rancher.20 

Vortex Work.13 

Vortex Work Boa.13 

Men’s FI 7 Outdoor 

Blaze.26 

Broadhead.25 

Gravity.26 

Rocket.27 

Vortex Hunt .25 

Vortex Hunt Boa.24 

Wolveirne Hunter.24 

Women’s FI 7 Work 

Blaze Work.30 

Jetstream.30 

Women’s FI 7 Outdoor 

Blaze.34 

Gravity.35 

Rocket.34 

Men’s Work Carryover 

Amherst.81 

Amphibian.61 

Anthem.53 

Barkley.43 

Bennett.82 

Blackledge Mid LX.86 

Blade FX.58 

Blade LX.58 

Bonaventure.70 

Brek.44 

Brenner.86 


Brighton.83 

Buccaneer.53 

Bucklin.64 

Cabor.56 

Cannonsburg.59 

Chesapeake.78 

Corsair.52 

Crawford.69 

Darco.54 

Dayton.85 

DD Work.73 

DD Work.74 

Drillbit.67 

Dublin.77 

Durant.81 

Durbin.68 

Edge LX.55 

Excess.48 

Exert.45 

Falcon.63 

Fletcher.62 

Fletcher Low.62 

Fulton.84 

Gallatin.49 

Glacier Ice.54 

Gold Boot.75 

Gold Boot.75 

Gold Boot.76 

Gold Boot.76 

Griffin.44 

Grogan.66 

Guardian.60 

Hacksaw.67 

Harrison.70 

Harrison.71 

Hazard.46 

Herrin.72 

Hudson.80 

Ingham.47 

Javelina.73 

Javelina High Plains.72 

Joliet.66 

Kingmont.83 

Lawson.60 

Legend LX.39 

Lightning SX.56 

Marauder.52 


Marquette.71 

McKay.59 

Merlin.64 

Merlin ESD.65 

Merlin PR.65 

Meteor.48 

Moc-Toe.79 

Nolan.68 

Overman.50 

Overman INS.50 

Polk.78 

Potomac.82 

Raider .51 

Raider Extreme.51 

Renton.57 

Renton LX.57 

Rival Swampmonster.69 

Roscoe Met.49 

Rush ESD.63 

Snyder.79 

Spencer.84 

SR DA II.43 

Tacoma.38 

Tarmac.61 

Thunderhead SX.55 

Trappeur.46 

Tremor.45 

Wilderness.85 

Wolverine Durashocks®.38 

Wolverine Durashocks®.41 

Wolverine Durashocks®.41 

Wolverine Durashocks®.42 

Wolverine Durashocks® SR.42 

Wolverine Durashocks® TPU.47 

Wolverine Legend.39 

Wolverine Nation.40 

Wolverine Nation INS.40 

Wolverine® Gold Boot.77 

Work Wedge.80 

Work Welt.74 

Women’s Work Carryover 

Bailey.94 

Chisel.95 

Edge FX.90 

Edge LX.90 

Fletcher Low.91 


Fletcher Mid.92 

Floorhand.92 

Harrison.94 

Merlin.93 

Piper.93 

Rush ESD.91 

Men’s Outdoor Carryover 

Archer.99 

Big Horn.103 

Big Sky.102 

Blacktail.100 

Crossbuck FX.101 

Crossbuck LX.100 

King Caribou III.101 

Novack.103 

Prairie Trekker.104 

Sightline High.102 

Wolverine Blaze.99 

Wolverine Claw.98 

Wolverine Fury.98 


Women’s Outdoor 
Carryover 

Women’s Sightline.108 
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